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EACH ONE A MASTERPIECE... 


by 


RUGGED IN CONSTRUCTION 
BEAUTIFUL IN DESIGN 
AND LIGHTWEIGHT FOR EASY HANDLING 


These are just a few of the many fine items of Bolta food service equipment. Each 
is made to Bolta's high standards for quality, value, and good looks. Bolta 
products can take the hard use of the busiest eating places .. . and they add 
color and charm to your service. From laminated color trays to plastic tumblers, 
there's a Bolta product for your every need. Free catalog available. 
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Laminated Color Trays 
available with monogram 


Also available 


| Hard Rubber Trays 


Fiber-Glass Trays 
Compartment Trays 
Cork Troys 


GENERAL THE GENERAL TIRE & RUBBER COMPANY 
“a aeress BOLTA PRODUCTS DIVISION + LAWRENCE, MASS. 
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INVAL-AID CHAIRS 
aid in the handling 
of cases of: 


Paraplegics 
Hemiplegics 
Orthopedics 
Arthritics 
Geriatrics 
Poliomyelitis 
Cardiacs 
Paralysis 


> f 


Now -—without effort... 
change your patients’ 
position from lying z. 
to erect—with the 


new HAUSTED INVAL-AID CHAIR 


New HAUSTED INVAL-AID Chairs 
now make the handling of incapacitated INVAL-AID Chairs are engineered so 
patients easy. Transfers from bed to a the patient’s position may be changed 
comfortable sitting position are accom- and set at any desired angle from hori- 
plished without strain for the patient zontal to erect sitting. The change is 
or nurse, made easily by a geared hand crank. 
During the early stages of getting 
patients slowly to an erect position INVAL-AID Chairs are available in 
following prolonged bed rest, the ver- carbon steel with silver luster finish 
satile INVAL-AID Chair is almost and in stainless steel. Foam rubber 
makes the seat, back and arm rests 
comfortable. Restraining straps are 
available. 


indispensable. 

INVAL-AID Chairs are also of great 
value as auxiliary receiving and emer- 
gency room equipment. 


Producers of Today’s 
Most Complete Line of 
Hospital Wheel Stretchers 
and Accessories 


and the new TRACTIONAID 











For detailed information on INVAL-AID Chairs, write 


The HAUSTED MANUFACTURING CO. 
Medina, Ohio 
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‘Ilotvcin’ is available in 
a wide variety of forms 

tublets, pediatric suspen- 
sions, drops, otic solu- 
tion, ointments, and I.V. 


ampoules. 


LiL LY AND COMPA 
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Solve resistance problems with 


in the common bacterial infections 


Most strains of common pathogenic organisms are more 
susceptible to ‘Ilotycin’ than to any other widely used 
broad-spectrum antibiotic. Also, its bactericidal action is 
especially valuable in hospitals, where cross infections 
pose a particular problem. Allergic reactions following 
‘Ilotycin’ therapy are rare; complications such as staphylo- 
coccus enteritis or avitaminosis have not been reported 


in the literature. 


PRDIANRAPOLIS 6, INBIARA, WD. 
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TRAV ENOL 


INDICATIONS: 


The first practical and disposable coil kidney is now available. De- 
veloped after years of intensive research with leading clinicians. the 
Travenol Coil Kidney, with a dialyzing area of 19,000 sq. cm., affords 


distinct advantages in cost and ease of operation. 


The efficacy of the unit is indicated by urea clearance figures of from 
100 to 300 ml. per minute. The Coil Kidney is supplied ready for use. 
No sterilizing or autoclaving is necessary. And since it’s disposable, 
cleaning problems are eliminated. The low replacement cost of the 
disposable coil and the small initial investment required for tae per- 
manent tank unit make dialysis a practical and economical hospital 


procedure. 


For additional information, address inquiries to Travenol Laboratories, Inc./Morton Grove, Illinois 
A DIVISION OF INC, 
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ROVING REPORTER All hospital employes, statt doctors 
student nurses, and private dut iM 


igible for 





ire Clly 


Policy Quiz Hits Jackpot who can answer questions about South 
Ac Southern Baptist Hospital 
to keep Each Monday the p of the week 


New ern Baptist’s “Policy of the Week 


Orleans, a Way Nas been ri 


BOTTLE 
IN EASY 
REACH 


in the... 


The revolving shelves the Jewett Cylin- 
irical Blood Bank put every bottle in front 
in sig! in easy reach! Any bottle can 
be removed immediately without disturbing 
the separation of blood cells from the plasma 
in any other bottle. Every label can be read 
easily insuring the use of the oldest blood 
first. All these features are yours in less than 
half the space needed for ordinary refrig- 
erators of equal capacities. Two models avail- 
able, Model +1 for hospitals maintaining 
large blood banking facilities; Model 2 

(illustrated) for smaller hospitals 
—_————— 


Available as an added feature; 
gives you a continuous accur- 
ate, permanent record of stored different to 
slood temperature the need for one. The next year, how 

ever. a hospital endowment committec 


t 
and two doctors bought an old home 
on the island. This was to be the tore 


runner of th< present lay 57 bed Cot- 


I 
) 


tage Hospital that opened on May 1. 


BUFFALO 13. N.Y. of this year 
MANUFACTURERS ss 7 = The booklet is headed, “While You re 
OF REFRIGERATORS — on the Ways,’ a Nantucket expression 
OF EVERY TYPE = 
Nese oceay pia ——— b of sorts.” Following the hospital's his 
—— : j tory is information about admissions 
on 


meaning “laid up for repairs’ or out 


] 
visiting hours, services, and so 
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PROVIDES MORE 
PROFESSIONAL TIME FOR 
PATIENT-CENTERED CARE... 


Tcluileguapsh TELESCRIBER SYSTEM OF 


INSTANTLY DELIVERS 
HAND-WRITTEN ORDERS... 

- SPEEDS PROCEDURES 

. AND SAVES MUCH STAFF TIME! 








! by pro- nates delay of swamped switchboards, and 


Electronic Longhand gets the message through even when receiver 


.automatically... by is unattended. 
hand-written requisitions ) , . . 
” ten requisitions, Basic system controls Admission-Transfer- 


patient transfers, discharges, etc = 
p aaa lischarges, et Discharge processes with utmost efficiency... 


¢ t 


accurately, silently to any or all departments and provides finger-tip staff control of all de- 
with permanent copies to each. partments from nurses’ stations. Nearly one 

operated by anyone writing long- hundred well-organized hospitals are using 

the TelAutograph* telescriber system Electronic Longhand right now — some for 
impels immediate action, speeds procedures, many vears. Each system is tailored to specific 


prevents errors and misunderstandings, elim- requirements. 


NEW BROCHURE tells how Electronic Longhand provides more professional 


or patient-centered care. Mail coupon for your copy, no obligation. 


time 


TELAUTOGRAPH CORPORATION « 8700 Bellanca Ave., Los Angeles 45, Calif 


PLEASE MAIL NEW BROCHURE ON HOSPITAL CONTROL 
BY ELECTRONIC LONGHAND 


NAME __ POSITION 


HOSPITAL CITY _ 


manufactured by 
Tel grape , STREET - STATE _ 
orporation ~ ——— - — 
F neer in Tele oo ® - 


1888 
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Hospital Puts in a Dry Day 


Sta t Por Genel Hos 
Pont M fond - 4% 
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Strict and consistent accuracy in the measurement of bloodpressure is 
difficult to achieve at best. If just one possibility for compounding error can 


in 


be eliminated, why not? 

The mercury displacement principle in sphygmomanometry excludes the 
possibility of functional error in the instrument itself. It does not depend on 
the elasticity of metal, which varies, or on moving parts, which wear. Its action 
is governed solely by gravity—the most constant and unequivocal force known 
As such, it provides the standard against which other types 
of manometers must be calibrated and checked when their 
accuracy is in doubt 

The W. A. Baum Company has specialized in the man 
ufacture of true mercury-gravity manometers—and nothing 
but true mercury-gravity manometers — since 1916. In so 
doing, we realize that precise accuracy in instrument func- 
tion may not be as important in some cases as in others. But 


is there any good argument against it? 


To be sure 


STANDARD FOR BLOOCOPRESSURE 
THE WORLD OVER 


Good-Will Ambassadors 


M 


Pictures are taken in this bassinet, with 
mounted over the baby. 


equipment 
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In many thousands of cases... 
In more than 3000 hospitals... 


SALICYLATE 


(brand of carbazochrome salicylate 


Adrenosem Salicylate is unlike any Excessive postpartum bleeding and uter- Pulmonary bleeding 

hemostat heretofore available. It has ine bleeding Metrorrhagia and menorrhagia 
been found useful in almost every branch Thoracic surgery Supplied in ampuls, tablets, and as a syrup 
of medicine and surgery. Case histories Gastrointestinal bleeding Write for comprehensive illustrated brochure describing 
have been published on its successful use {/so: Idiopathic purpura the action and uses of Adrenosem Salicylate. 

in such procedures and conditions as: Retinal hemorrhage 

Tonsillectomy, adenoidectomy and Familial telangiectasia 

nasopharynx surgery Epistaxis 

Prostatic, bladder and transurethral Hemoptysis 


surgery Hematuria 


BRISTOL, TENNESSEE 3 KANSAS CITY SAN FRANCISCO 
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New Oakite Report 
shows the way to 


Cleaner Wash 
in Less Time 


Here’s the new, free Oakite 
Service Report that can help 
your hospital laundry turn 
out wash faster and cleaner 
than ever before—and at less 
cost, too! 


This new illustrated Report 
shows how to improve the 
break operation .. . get bet- 
ter sudsing ... save on rins- 
ing... keep laundry wheels 
clean...restore top efficiency 
to heat reclaimers. It’s easy 
to read, easy to follow. 


FREE! Ask your local 


Oakite man for a free copy 
of Oakite Service Report 
B6797, or write to Oakite 
Products, Inc., 18A Rector 
Street, New York 6, N. Y. 


ALITED INDUSTRIAL Cig 
grt! aN Ne 


OAKITE. 


“are 
RIALS. meTHOOS- senvict 


on Coble Address 


Technical Service Representative 


Principal Cities of U. § and Canada 


to & inches deep Each 


numbe red 


appears in th iption 


Sroup 

Altho Ip 
Nave a ponotograp! 
sucn a program, 


} rh 


photograph is 


I 


ind the intant’s last name 


below — the permission 1 


ODtain the cooperatio 


agencies to print 


same Way 





ALTOONA, PA., SATURDAY, MARCH 30, 1957. 





Governor Will Plug S 
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ALTOONA HOSPITAL 





32 & 


Recently born babies at the Altoona hospital shown according to number are: 1. Infant Din 
fant Riley; 3. Infant Shelley; 4. Infant Niemeier 
Caputo; & Infant Johnso 
chio; 13. Infant Amrheim; 
18 Infant Himes, 19. Infant F astep; 20. Infant Mickeol; 21. Infant Hoover (Amy); 22 
23. Infant Lynam; 24. Infant Lees: 25. Infant Hoover; 26. Infant Snyder; 27. Infan 


Infant Hamilton; 6. Infant Wolfe; 
n; 9. Infant Brooks; 10. Infant Ross; 11. Infant Brown; 12 
14. Infant Strobel; 15. Infant Swaney; 16. Infant Tyler: 17 


fant Lowery; 29. Infant Beck; 30. Infant Lantz. 


Readers look for this feature each Saturday in the Altoona paper. Every 
photograph is numbered to correspond with the name in the caption. 
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\ HW \| \TT RO ; ()() a General Electric therapy unit 
i TEAL A in step with your progress 












Half-value layers from 


225 mm Al to 4.0 mm Cu 

















®@ NEW HIGH RATING 






®@ NEW DIAL-THE-TECHNIC CON 
TRO! 







®@ NEW UNIVERSAL TUBE-HEAD 
MOVEMENT 








®@ NEW POSITIONING ACCURACY 





@ NEW VISUAL LOCALIZER 






®@ NEW PROVISION FOR ROTA 
PIONAL THERAPY off t 











Progress /s Our Most /mportant Product 


GENERAL @@ ELECTRIC 
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Education of the Community Starts 


With the Hospital’s Own Employes 


By GORDON DAVIS 


te THE bu: 


Cie 


I’M AN 
OPERATING ROOM 
SUPERVISOR 


All this vear Vve been be- 
sieged by salesmen with some- 
thing new to prove sterilization 
of dressings. 

I tried samples of this and I 
tried samples of that. Some of 
the steriliz ction controls seemed 
to work and some didn’t. I even 
asked our bacteriologist to check 
the autoclave with cultures as 
they were recommended to us at 
one of our meetings. 

After all this testing, | decided 
that none of the methods for 
proving heat penetration worked 
as well as the system our hos- 
pital has been using for 40 
years or more. The system fol- 
lows the every day use of Diacks. 

So again this vear, just as 
we always have done, we're using 
a Diack at the center of each 
bundle of dressings. 

My advice to you is “try the 
substitutes.” if you want to ex- 
periment—then you'll see why 
I use Diack Controls. 





Smith & Underwood, 
Chemists 


Sole manufacturers 
Diack and Inform Controls 


Da): eC Lol, the result of a curriculum 
K is any other organized 
1947 NORTH MAIN STRFE ROYAL OAK, MICHIGAN 3 
That. of cou is obvious l S ODVIOUS as 


employe education is a basic secret of hospital public relations suc 
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unique “gape-incision” gives you... 


The new B-D LANCET produces 
a half-round incision that tends 
to pout or “’gape”’— 

avoids premature closure— 


clotting delayed. 


result in easier and immediate 


1 of an adequate flow of blood. 


The “gape-incision” 
e B-D LANCET makes “milking’”’ 
of the finger tip unnecessary — 


just a gentle pressure. 
result —a minimal dilution of the 


blood by tissue fluids—a truer 


specimen of the patient’s blood. 


Side flanges of the B-D LANCET 
automatically control depth 

of penetration. The angle 

and length of the point ensure 
that incision is in the region 

of densest capillary supply. 
result— easier penetration — 
fewer tactile corpuscles 


traumatized — minimal pain. 


¢ stainless steel —very thin, yet rigid 

« sterile — ready for immediate use 

- hermetically sealed in preformed foil 

¢ translucent top for positive point location 
«conveniently packaged in 100’s and 250’s 
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RECENT PUBLISHED STUDIES ALERT 
HOSPITALS TO INCREASING 
CROSS-INFECTION HAZARDS 
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+ Werrmis 
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Aseptic Chain... WOW 


It’s admittedly difficult—but nonetheless nec- 
essarv—to attack the new cross-infection prob- 


lem. A return to an “old-fashioned” preventative 


yrocram, assisted by modern sanitation prod- 
prog : 


ucts, is a proven solution to this problem. These 
aseptic procedures should include the entire 
hospital as well as surgical suites, nurseries and 


isolation areas 


Despite the effic iency of good air-condition- 
ing equipment, a high percentage of pathogens, 
including drug-resistant staphy lococcus, remain 
air-suspended in surgery and throughout other 
hospital areas. A majority of these pathogens 
settle on various surfaces—principally the floor. 
Unless destroyed, air movements redisperse 


them into the air. 


Regular use of the clinically proven disin- 
fectant, STAPHENE , or disinfectant-deter- 
gent VESPHENE , on floors and other exposed 
surfaces destroy these bacteria greatly 


reduce cross-infection hazards. 


STAPHENE and VESPHENE | are all- 
purpose, non selective phenolic disinfectants. 
They kill staphylococcus, enteric and respira- 
tory pathogens and fungi even in the presence 
of organic matte they destroy tubercle 
bacilli even in the presence of large masses of 


sputa 


The difference between STAPHENE and 
VESPHENE is in detergency. VESPHENE 
is capable of heavy soil removal as it disinfects. 
STAPHENE isa high concentrate disinfectant 
for use where light soil removal is required. A 
14% dilution of STAPHENE (1:200) is suffi- 
cient for general disinfection. Both STA- 


PHENE and VESPHENE 


are practically 
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odorless. They are tailored to fit into any 
hospital sanitation program...and with no more 
effort than normally employed for cleaning. 


The surgical wash is a vital link in the aseptic 
chain. The transmission of pathogens by the 
hands is too easily accomplished unless bac- 
terial skin count is kept at a minimal level. 
SEPTISOL , the original hexachlorophene 
surgical soap, does this. The simplified SEPTI- 
SOL brushless scrub is a proven technique 


that gives optimum protection. 


The incision area is another potential source 
of infection. Prepping the patient's skin with 
SEPTISOL. is a clinically proven procedure. 


A surgical soap of choice should have the 
capacity to free itself of bacterial contamination, 
if exposed. SEPTISOL has proven self steriliz- 


ing power. 


SEPTISOL , STAPHENE , and VES- 
PHENE are concentrates, making them eco- 
nomical in use dilutions. Each one is formulated 
to perform a specific task. They are products 
that will STRENGTHEN YOUR ASEPTIC 
CHAIN. 


For additional information on how STA- 
PHENE , SEPTISOL and VESPHENE can 
provide effective environmental sanitation for 
your hospital, consult your local Vestal repre- 


sentative or write to us on your letterhead. 


INCORPORATED 





4963 MANCHESTER AVE. 
ST. LOUIS 10, MISSOURI 


WEST COAST PLANT @e MODESTO, CALIFORNIA 





VITAX Connecting Tubes 


... for extra safely, evtra savings... 


Every piece of Virax hospital glassware is made of 
extra-strength, resistant glass. 

Virax glassware will never discolor or cloud after 
repeated sterilization . .. withstands corrosive action 
indefinitely. 

The Virax trademark appears on every piece of 
Virax glassware. Look for it. It is your assurance that 
vou are getting the best in surgical glass. Specify 
Virax and be sure of getting safety you can trust. . . 
plus greater economy. Consult your hospital supply 


house how 





#3640 Vitax Straight Connecting Tube, 
with constricted ends; # 3680 Vitax T-shape 
Connecting Tubes, with constricted ends; 
#3690 Vitax Y-shape Connecting Tube, 
with constricted ends; #3670 Vitax 3-in- 
Connecting Tube, with ring connections. 


LASCO 


PRODUCTS COMPANY 
111 North Canal St., Chicago 6, Illinois 
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COIBAYVEI GO IRUING 


by my 


Westinghouse | ‘ | 
fs 


“ad 


* 








The “Dial-A-Cone” turret showing 
three of the six standard therapy 
cones. A seventh portal permits 


offers exclusive and unique advantages 


are speed a 


“Dial-A-Cone" turret: Seven cone f lected 
the Cobalt 60 ree. Rotation from one cone to Table: Unit i1 
I ther 1 fast, ea I 
PCP — ‘patient contact protection": Inte 

rotat n and treatment instant 


tact of rotatir 


Control: Exclusive cybernetic computer measure 60 Ring 


you CAN BE SURE...1F ITs 


Wk - MEDICAL X-RAY 

ay @ estinghouse ectric Corp 

estinghouse = “eesoscs" 
19 Wilkens Avenue 


Baltimore 3, Maryvliand 
J-08345 





ber s 


B.E-Goodrich develops 


new surgical glove 
that reduces hand 
fatigue, fits comfortably 


without binding 


“Surgiderm”’ is first glove to have ideal eemwe tats fest mead 
combination of comfort, sensitivity, strength = 


8) 


More sensitive touch Where to huy 


Stronger, longer lasting 


Less tiring to the hands 





r cent softer than any regular ru e stored for months wit! 
irgeons’ glove, including the of detertoratior SURGEONS’ GLOVES 





(1) BABY wants comfort. And he gets comtort with ent-A-Barfd on-the-wrist identification! 


Hollister had baby’s delicate, tender skin in mind — cushioned the tough, strength giving 
inner band with a skin-soft, pliable plastic sheath. It fits just right — snug and comfortable. 


MOTHER wants protection. And she gets protection that meets AHA and American 
Academy of Pediatrics requirements for complete, correlated mother-baby identification. 

The OB Ident-A-Band sections, with their correlated numbers, remain joined until separated 
in the delivery room, just betore they are applied. With two identifications on the baby and 


one on the mother identification is positive and unalterable. 


YOU, obviously, buy on-the-wrist identification because you want the finest modern 
protection against mixups. Ident-A-Band with identical numbers for the mother and baby 
pre-printed inside the soft, transparent sheath, provides the ultimate in comfort and 
protection. Cost conscious administrators welcome, too, the low cost of Ident-A-Band. 


One complete 3-part Ident-A-Band at 27¢ costs only 9¢ per band.* For information, write — 


t ¢ Vary with Vv mec 


FRANKLIN C. HOLLISTER COgp833 N. Orleans St., Chicago 10, Ill. 





a =* DOCTORS KNOW IT... j— 9 TECHNICIANS KNOW IT... 
AZ * * 


. 
— 


=, 7 : 
NURSES KNOW IT..., 4 ADMINISTRATORS KNOW IT... > 


$ 
and millions of thankful na know it — 


ire: WD, 


. 


. * - 
_ 


<a eye | 


and it costs as little as 10c to I2c per patient for 


. : ! 
this positive protection 
Many have considered Ident-A-Band on-the-wrist protection against 


mIXups for use on patents 


in one or two departments only. They 


are amazed when they sce how all pauent us¢ reduces AVCTALC Cost 
per patient Only 10¢ to 12¢€ in most hospitals! 

In many instances, Administrators find that Ident-A-Band_ for 
general pediatric surgical and OB patients average as little as 10¢ 


even by Hollister’s mother-baby unit system which prices bands 


for the mother and baby as one unit 
Cost is rarely a deciding factor in the adoption of patient iden 
tification. But it is good to know that the on-the-wrist identification 


that has been proved completely reliable on millions of patients for 


over five years is also very reasonably priced 


FRANKLIN C. HOLLISTER COMPANY 
833 North Orleans Street, Chicago 10, Illinois 
P 


)-estimate on all pal nt tdentificat 


Hollister, 


FRANKLIN C. HOLLISTER COMPANY 
833 N. ORLEANS ST. + CHICAGO 10, ILLINOIS 





Now 
You Can 


LEASE 
YOUR 


RADIOISOTOPE 





LABORATORY 








For the first time you can choose to LEASE or BUY 
instruments to set up your radioisotope laboratory. 
Nuclear Corporation of America, Inc. now offers NRD 
instruments—-especially designed for clinical applica- 
tion -on highly advantageous terms. 


This leasing program is an especially attractive one 
Nuclear Corp. of Amer for private practice, or for institutional use where 
St. Louis 19, M operating funds are more conveniently available than 
Nuclear Corp of Amer. capital. Lease payments permit eventual ownership 


4754 W. Wash Blvd 


Chicago 44, Ill if desired. 
Isotope Specialties Co. was J “lini idl 
3S. Main St In addition to NRD Clinical Radioisotope Instru- 


Burbank, Cal ig 
ments, Nuclear Corporation of America, Inc. also 
Nuclear Corp. of Amer. —_— ° ae : ee. » 
Box 7433, Sta. C offers maintenance and consulting services, film badge 
Atlanta 9. Ga . . ; : 
en service, and a complete line of radiopharmaceuticals. 


Export Dept 
31 Fifth Ave 


6,.N.Y Mail the coupon below for details. 


X-Ray & Radium Ind., Ltd. 
Toronto, Ontario 
and other Canadian cities 


aReketK-+-Cametolaolela-Vilelsmme) mr lea) 


Leasing Division 

Nuclear Corporation of America, Inc. 
9842 Manchester Rd. 

St. Louis 19, Mo. 





Please send me complete details and costs 
on leasing a radioisotope laboratory. 


Name 





Address 
City 


Please direct information to the attention of: 


Name__— = 
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BARD-PARKER RIB-BACK 
DETACHABLE SURGICAL BLADES 
must ‘survive’ a rigid series of progressive 


scientific tests to qualify as suitable for 


surgical use. Those that ‘pass’ are surgi- 


cally perfect and uniformly sharp through- 


out their entire cutting edge. They will re- 
main sharp and useful for longer periods 
. an important factor in economy when 


yearly volume of purchases is considered. 


Specify RACK-PACK® packages in 
ordering gross and half gross quan- 
tities .. . eliminating unwrapping 

handling—racking of individual 
blades. A time and labor saver for 


the O.R. personnel. i; : 
re 
rs haw 


Ask your dealer 


BARD-PARKER COMPANY, INC. 
Danbury Connecticut, U.S.A. 
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INSERT A » -ADJUST THE STRAP...AND 


NEW! 

Aren 
all-patient 
identification 
bands by 


@ Revolutionary one-piece design @ Card holds all information recom 
of white, non-toxic plastic mended by American Hospital Assn 
© No tools or small parts to handle @ Adult cards in white; children’s 
e Aren band is strong, supple and in pink, blue, and white 
imple to apply . : 
simple to ap} @ Tamper-proof snap defies removal 
@ Clear “picture-window” card holder by patient 


SEND FOR FREE SAMPLES NOW 

WILL ROSS, INC., Milwaukee 12, Wisconsin, Dept. 85 

Please send me free samples, descriptive literature and price lists on the 
new Aren Identification Bands 

Name 

Hospital 

Address 


City 


All-in-one 
design Genera/ Office: Miiwaukee 12, Wisconsin 

Atlanta 3, Georgia « Cohoes, New York + Dallas 7, Texas + Minneapolis, Minn. 

Manufacturers and Distributors of Hospital and 

Sanitorium Equip t and Supp Since 1914 








How our “automated housewife” 
protects the quality of 7-Up 


e. Yes, cleanliness pays 


ch conscientious control exten 


h every phase of 7-Up producti 


re filled and capped by immacu 


! 
vholesom 
} 


is 


on 


ss steel machines immediately 
orough washing. At every 
e way we've established sanitary 


t protect the quality of 


Seven-Up the pure, wholesome “All 


ly Drink 


Nothing, does it like Seven-Up! 
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Keeps entree HOT (130-135° F) for over ONE 
(ci 0. 8: aa 

Keeps meal savory hot AFTER serving. . . for the 
EATING period .. . 

Uses ANY china dinner plate up to 9%” diameter .. . 
or works with Mealpack Pyrex type and vitrified 
china dishes. . . 

Works with ANY traycart that takes its tray size 
of 161%" x 2214" and over-all height of 5”... 
Provides VACUUM SEALED entree protection 
from main kitchen . . . or from floor pantries . . . to 
serving points, and for DELAYED trays... 


w3 O. May be used with or without complete Mealpack 
e 4 i Systems... Simple, fool-proof, durable, attractive. . 


~% 
y) 


Only 3 basic elements: Tray and Dome Cover 

‘Sale molded from shock- and heat-resistant tough plastic; 
Using Mealpack compart- Heat Battery of Pyrex type glass (just preheat in 
mented China Dish (avail- HOT-PAK Tray Server your own oven or a Mealpack Infra-Red Dish 


able plain white or deco- 
co with Mealpack Pyrex type Heater) . . . 


rated) Dish (available with or ; ; 
without compartments) Send for leaflet SD-30 with helpful application data 


and detailed specifications. 


Look! Mealpack’s 


mew EHO'|T-PAre 
Tray Serve ‘> 


i 


HOT-PAK Tray Server using 
any china dinner plate up to 
9° diameter 





REMEMBER: tne sic things you need cost LESS trom 


mea ac k 
T M REGU SPAT. OFF 
U.S ANO FOREIGN PATENTS ISSUED ANO PENOING 


World's Greatest . tame for 
Enginecied Hospilal Food Service Systems 
MEALPACK CORPORATION Evanston, Iilinois, USA 


in Canada: Arnett Co., Ltd., Winnipeg. 
Licensed Manufacturers and Distributors. 
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Tetrex 


TETRACYCLINE PHOSPHATE COMPLEX 





<a 
— 


24-hour blood leve 


on a SINGLE intramuscular dose, 
in minimal injection volume 


This achievement is made possible by the unique solubility of TETREX (tetracycline 
phosphate complex), which permits more antibiotic to be incorporated in less volume 
of diluent. Clinical studies have shown that injections are well tolerated, with no more 


pain on injection than with previous, less concentrated formulations. 


eTrex Intramuscular ‘250’ can be reconstituted for injection by adding 1.6 cc. of 
sterile distilled water or normal saline, to make a total injection volume of 2.0 cc. 
When the entire 250 mg. are to be injected, and minimal volume is desired, as little as 
1.0 cc. of diluent need be used. (Full instructions for administration and dosage for 


adults and children, accompany packaged vial.) 


Each one-dose vial of TETREX Intramuscular ‘250’ contains: 
TETREX (tetracycline phosphate complex) (tetracycline HCI activity) 
Xylocaine* hydrochloride 


plus ascorbic acid 300 mg. and magnesium chloride 46 mg. as buffering agents. 


*® of Astra Pharm, Prod. Inc. for lidocaine 


SUPPLY: Single-dose vials containing TETREX — tetracycline phosphate complex — each 


equivalent to 250 mg. tetracycline HCI activity. Also available in 100-mg. single-dose vials. 


INTRAMUSCULAR 250 
WITH XYLOCAINE 
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Save steps for busy nurses 
with Honeywell Bedside 


‘Temperature Control 





Provide better therapy... more comfort for your patients 





} 


n the beds for easy access. 

In addition, Bedside Temperature Control 
provides a saving in fuel costs by eliminating 
heating waste. It allows physicians and sur- 
geons to ‘‘prescribe’’ exact room temperatures 


1 patient recovery. 


tO help spec 

Specify Honeywell Bedside Temperature 

Control for your new hospital or addition 

Also available for your existing bedrooms at 

costs as low as $87.50 per r yom*. No tearing 

out of walls or re lecorating is necessary. For 

more information, call your local Honeywell 

i ofhce now. Or, write Minneapolis- Honeywell, 

in control room tem Dept. MH-11-82, 2727 4th Avenue South, 


hing fora call button. Ir Minneapolis 8, Minnesota 


Honeywell Round *Averaze installed price for's 


oneywell 





A Good Layout Loemauda i 


STAINLESS STEEL EQUIPMENT DESIGNED 
AND PLANNED FOR EFFICIENT SERVICE 








CR1-72S 


Peele ieliel sw ma | lele eum ue a he 
Available with stainless steel, transite, or chemstone lining. 
Accessories optional. We can also furnish: Walk-In Fume 
Hoods, California Fume Hoods, Dry Boxes, Bacteriological 
Transfer Hoods, etc. Specifically engineered to meet exact- 
ing standards 


HEAVY DUTY FLUSH-RIM UTIL- 
ITY SINK completely welded 
with coved corners. Combines 
maximum durability with min- 
imum of maintenance. Easy to 
clean, withstands severe use 


GENERAL PURPOSE REFRIGER- 
ATOR. Stainless steel, 4 cubic 
foot capacity. This compact, 
self-contained unit is equipped 
with two pull-out drawers, ice 
trays and shelves. Free stand- 


ing or under counter 


WELDED SCRUB-UP SINK has 
coved corners for easy clean- 
ing, meets strictest sanitary 
requirements. Choice of elbow 
faucets or foot controls for 


convenience of operation 


BIOLOGICAL OR PHARMACEU. 


pile (G23 ici s 7 Gee) Bay): 


contained. Front can be either 
stainless steel or porcelain 
Body and interior either stain- 
less steel, aluminum or por- 
celain. Can also be supplied as 
a remote installation and as a 
pass-through unit 


Write For FREE BROCHURE 


Hospilab couipment corp. 


85 EAST MERRICK ROAD, VALLEY STREAM, LONG ISLAND, N. Y. 


DEPT H 57 Phone LYnbrook 3-5100 
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BEFORE AFTER 
AUTOCLAVING AUTOCLAVING 


kings on “SCOTCH” Hospital Autoclave Tape No. 222 


YOU'RE ALWAYS SURE... 


with SCOTCH” Hospital Autoclave Tape No. 


NO CHANCE OF ACCIDENTAL ACTIVATION of this 


tape — radiator heat or sunlight doesn’t affect the special inks 


sustained high steam temperatures of the autoclave to make those 
distinctive diagonal markings visible — and you can see them 
clear across the room! This is not positive proof of sterility, of 
course — nothing on the outside of a bundle can prove that. 


See your surgical supply dealer now for “ScotcH” Hospital 


LEAVES NO STAINS or gummy resi Autoclave Tape No. 222 and new tape-saving dispensers! 
due! “ScotcH” Hospital Auto 
clave Tape No. 222 is the only 


tape that holds firmly in high ee 

steam temperatures, vet peels off 

neatly without discoloring linens COT HOSPITAL TAPES 
It seals packs in half the time re 

quired for pinning, tving or tuck e TIME-SAVING e WORK-SAVING ¢« MONEY-SAVING 


ing, takes pencil or ink markings BRAND 


enooucr Or 

s ‘ 

7, ~t 

y 

gand Manufacturing Company. St. Paul 6. Minn. Export Sales Office fh 
my 


ondon, Ontario "eseanc™ 
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FIVE DIFFERENT TYPES 
OF AIR FILTERS 
IN THIS HOSPITAL 


...and they’re all AAF filters! 





No single type of air filter can meet all the clean-air needs of 
the modern hospital. Different areas—kitchen, laundry, private 
rooms, wards, surgery rooms—demand different 


degrees of clean air. 
Cc 


A case in point—St. John’s Hospital, Tulsa, Oklahoma. 
St. John’s is using five distinctly different types of filters because 
they need five different types. That's precisely why 


AAF makes a complete line. 


Before selecting your filters, talk with the company 
that offers a selection, Let us show you how our complete-line 


approach assures you of the right filter installation. 


al a Ai Litter 


0 COMPANY, INC. 


+ 1 
Y j 486 Central Avenue, Louisville 8, Kentucky 
mericar r Filter « Montreal 9, P 





Architect: Leon B. Senter, Tulsa; Mechanical 
Plans by John C. Penafeather of the architect's 
office; Mechanical Contractor: Watt Plumbing, 
Air Conditioning and Electric Company, Tulsa. 





Ht 
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ROOMS AND WARDS. 
super-clean air for general ventilation w 
the AAF Electro-Matic filter. This automatic, 





self-cleaning electrostatic precipitator re 
>s the tiniest dust particles from the air 


and automatically cleans itself at the same 

















SURGERY ROOMS. Here, also, electrostat- 
ically clean air was called for. Space limita- 
tions suggested the use of the AAF 
Electro-CELL—sectional construction offers ad- 


vantages in simplified installation 








LAUNDRY. lLoundry exhaust air contains 
plenty of lint. AAF's lint filter—the automatic, 
self-cleaning Auto-AIRMAT—traps the lint 
ond winds it up in a handy disposable ro! 





e 


KITCHEN. The AAF Roll-O-Matic is filtering 
the air going into St. John's kitchen. This self 
cleaning, renewable-media filter operates up 
to a year without maintenance, and repla 

ing media is as simple as changing film in 


your camera 














KITCHEN EXHAUST. The AAF Grease Filter 
is eliminating fire hazards and reducing duct 
maintenance in St. John's kitchen. Installed 
directly above grease-producing areas, the 
Grease Filter is a permanent, washable filter. 








today over 2000 hospitals 
qe Saving with 
DaG SURGILAR 


Standard Lengths « ATRAUMATIC® Needles 


snip it’s open...no reel, it’s ready 


saves 33%% preparation time’ 


no more awkward tubes or reels 


saves broken glass risks 


on > | 
cked suture giass Slivers 


tion 7 moortant contributions to hetter na 
t ) tFiDUl D pa 


saves suture strength... flexib 


ility’ 


kinks or weak spots from tight reel winding 


+ 


utures as needed to prevent drying 


unnecessarily... 30 
more than tubes 





fod. Hosp., May, 1957 
For greatest savings, use the full line of outstanding surgical gut pr 


hospital-tested SURGILAR sterile packs... including 


Sterile Surgical Gut, wee 


PL ALN » | NEW! D&G Spiral Wound Gut 
=r | now available in SURGILAR! 


Mon Boilebie Product 4413 


Write for new product catalog. 


SURGICAL PRODUCTS DIVISION AMERICAN CYANAMID COMPANY DANBURY CONNECTICUT 
ee 

CYANAMID PRODUCERS OF DAVIS & GECK SUTURES 
TTT 


The MODERN HOSPITAL 








with 
, Ae 3k FLEET’ ENEMA 
ve ne ee Disposable Unit 





s or o 


ready-to-use with pre-lubricated rectal tube = ze 
and “personalized” carton re etn 


When the FLEET ENEMA Disposable Unit r 


enema equipment, personnel are released for th 


correct rectal tube minimizes injury hazard. FL E 
to use . . . plastic squeeze bottle permits the ntinl ‘the 
hand squeeze.” Each FLEET Disposable Unit contain an enema 
solution of Phospho-Soda (Fleet) . .. gentle, . 


ok 


Standard vs Disposable Unit. 
(1) Swinton, N.W., Surg. Clin, No, Am., 35:833, 1955. 
Write for price list, literature and samples, 


Cc. B. FLEET CoO., INC 
makers of Phospho® Soda (Fleet) 


In Canada: Produced by Charles E. Frosst & Co. 
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Reach them wherever they are 


with pagemaster® 


The PAGEMASTER Selective radio paging 
system by Stromberg-Carlson allows your 
key personnel complete freedom of move 
ment. Yet no matter where they are in the 
hospital or environs, you can contact them 
individually. 

system works: 


instantly, 
Here’s how the 
key people are equipped with 


doctors 
and other 
transistorized pocket-size 
small, smartly styled 
next to your switchboard 
mitting antenna is installed in a convenient 


receivers. A 
“encoder” is located 


A compact trans 


place elsewhere on your premises. 
When you need to reach any of these 


people who may be away from their usual 
location, your switchboard operator sets the 
encoder dials and flips a switch. It takes just 
a few seconds. Instantly the receiver of the 
person you want—-and only his—-responds 
with a pleasant, 
simply picks up the nearest telephone and 
reports. Each page repeats automatically 
every 20 seconds until the call is answered 
You can have a PAGEMASTER system engi 
neered to meet your specific requirements. 
As your needs grow, receivers can be added 
without additional installation costs. 


but noticeable signal. He 


There ts nothing finer than a Stromberg-Carlson 


For complete information, contact the PAGEMASTER dis 


tributor in your area. Or write 


STROMBERCG-CARLSON 


ae 


AER 
we Pagemaster Sales «+ Rochester 3,N.Y. 


OivistOn OF CENERAL DYNAMICS 


to us at 202 Carlson Road 


GD 
ee 


CORPORATION 


AUTHORIZED DISTRIBUTORS 


Atlanta 3, Georgia | 


Baltimore 18, Maryland 
Biri mingh. am, Alabama 
Senben 15, Massachusetts 


Buffalo 10, New York 

Camp Hill, Pe nnsylvania 

Canton 9, Ot 110 
F 


7 NW 


Charlotte, North C arotines 


c hi atte anooga, heneunen 2e 


) Patt Pk 


Chi cago 33 line is 


Cincinnati, Ohio 
Cieveland, Ohio 
Columbus 8, Ohio 
Dallas 31, Texas 7 
atl a> Ohio 

De ver 3, Cc olors ade - 
Det troit J Mic higa an 
Houst: on 6, Texas 
cndianagette, indi na 
Jac naen, Mississippi 
, Florica 


Jacksonville 


Kansas City 2 


, Missouri 


Knoxville, Tennessee 


Los Angeles. 17, € alifornia a 


Lubboc a th xas 
Memphis Te annessee 
Mic ami, Florids a 


Milwaukee 4, Wisc onsin 

wer spolis 3, Minnesota 
R 

Nashville, Ter nnessee 


Nassau, New York 
7. Orleans 20, Louisiana 
Rack ~ 


Ne ow York 11, New Vork 


Oklahoma City, Oklahoma 
Philadelphia 21, Pennsytv ania 
park f 618 N. Broa 
Portland 5, — 
Ric hmond 6, 


California 


Rochester, New York 
Salt Lake City 2, Utah 
Se attle, ianbdaten 


M + e 


Spokane l, Washington 
NW Ele N nroe 


St Louls 13, Missouri 


S17 King phoma 
9g 3, New Plein 
c l - 7 E hing tor C 
Tampa, Florida 
The Lanier 4025 Her 
Turtle Creek, Pennsylvania 
Hahn Radio, 700 Penn Ave 
Waco, Texas 
Waco Communicat 
Washington 5, D. 

Tempo t me 
EXPORT: Ad peers ma, Inc. 

» Broad, New York 4 

CANADA: 
Hackbusch Electronics 
, Toronto, Ont. 


{ 
er 


23 Primrose Ave 
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° BERKELEY 


er of conventionally shaped pieces you 


The same numt 
22” tray can be placed on a 1012” x 15” 
Syracuse Trend service. Trend increases 


d service carts, lightens the load of 


can get ona 16” x 
tray when you use a 
the capacity of your f 
school children’s trays and offers perfect portion control 
Syracuse China stands up better in actual use than any other 


china or china substitute 


No other line of china can match 


the beauty and performance of Syracuse 
For descriptive literature write Dept. B-1 


SAVES SPACE—CUTS COSTS FOR... 


a TRANSPORTATION 


HOSPITALS 
CAFETERIAS LINES 











NEW SIM-MATIC ALL-MOTORIZED BED 


GIVES NEW FREEDOM TO NURSE AND PATIENT 


.or chat ( I ht—all with one compac 


Sim-Matse bed vou chang the position of the he 1 OF 


knee 


NH 


nt doesn t need ’ [ urse tor i slight change Ink posture 


change herselt—safelv and Oently When it is necessary 


pid 
to operate the bed. she does so without cranking or stoop- 

the hand-held control. Operation of head and knee 
in be taken out of the patie nts control by cutoff 


ot powell harlure i hand crank 1s provided to operat 


In 1iaiition. he id or toot ends ot the bed can be powel Oper- 


pendently to ichieve quick Prendelenburg Ol Fowler positions. 
1 

Phe con pletely en losed ! horsepower motor is instantly reversible and 

has br “1 protection in the form of a thermal cut out that automatically 
it ] | ‘ t 

stops in case of overload or overheat \ powerful capac itor stores powe! Phe nurse 
sO less current 1s required to start the motor. Lowel alnperage means operation 
Sit Mat 
Vari-Hite 





more beds can be operated on one line. 


| 


Write for Simmons new Hospital Catalog #29 for complete information stooping or bending. The hand-held 


trol (inset) 1 ) it all times 


on Sun-Matic and other Simmons produc ts for modern hospitals. 


DISPLAY ROOMS: 
Chicago 54, Merchandise Mart * New York 16, One Park Avenue 


\ IM MV () N \ Al M PANY Columbus 8, 1275 Kinnear Road ® San Francisco 11, 295 Bay St 
Atlanta 1, 353 Jones Ave., N.W. * Dallas 9, 8600 Harry Hines Blvd. 


Los Angeles 22, 3217 S. Garfield Ave 





The lowest price 


can be highest 


when buying laundry machinery 





b (olU ie l-1aaalola-migelas 
— THE AMERICAN LAUNDRY MACHINERY COMPANY 











tear out this page and ask these 
questions of your American Man from the Factory 


before you buy any laundry machinery 


You get more from 
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for 


Standard Nomenclature 


of Disease and Operations 


Saves Time... 
Improves Efficiency 


Indexing Titles clearly exposed 
for quick finding. 
Posting and Reference made 


without removing the card. 


Refiling (and possible misfiling) 
eliminated. 


Acme Visible has a wide assortment of 
Nomenclature record forms from which 
to select the one best suited for your 
requirement. Included are forms illus- 
trated a 

BOOK and GUIDE to STANDARD 
NOMENCLATURE. 


“Group” type forms are also available 
for those who prefer that method of 


indexing and filing. 


Acme Visible tray cabinets provide max- 
imum capacity at minimum per record 


cost—3 types from which to choose. 





VISIBLE | RECORDS. INC. 


CROZET. VIRGINIA 


Fee ee ee eee 
Please send us booklet [) #971 Acme Tray Cabinets & Card Books 
Services of experienced field representa- (1) #997 “Hospital Record Efficiency” [] #975 Acme Flexoline Catalog 


tives and our Hospital Systems Department [] Have representative call. Date Time 
: [] We are interested in Acme Visible Equipment for a 
are available to analyze your requirements Stadusheaacnl 


andtorecommend the most practical system, HOSPITAL__ 


method or procedure. There is no obligation. ATTENTION _ 


MAIL COUPON TODAY! 


89. N 5. November 1!1957 


So — — —_— STATE_ 
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WINDOWS 


and 
= Curtain Wall Systems 


ALUMINUM OR STEEL 


EXPERIENCED ENGINEERING SERVICE AND CONSUL- 
TATION—backed by 77 years of continual product de- 
velopment—is a valuable extra you gain when specifying 
Bayley Windows or Curtain-Walls on your jobs. 
This extra service, plus a sense of responsibility in a 
project—from its inception to the occupancy of the build- 
ing has for years uniquely identified Bayley among the 
most demanding Designers and Builders 
High quality of product? Certainly! By originating and 
H re) S 2) | T A L S pioneering many of today’s most advanced metal window 
features Bayley Engineers have gained the experience to 
better assist you. If called in, at the start of your job, they 
can help you achieve your individual window-wall treat- 
ment, frequently with the economy of standard Bayley 
Window or Curtain-Wall units 
Your local Bayley Representative will welcome a call 
from you. 
Be sure to see Bayley's three catalogs in Sweet's Archi- 
tectural File: Curtain-Wall Systems 3d/Ba; Steel Windows 
17b/Ba; Aluminum Windows 17a/Bay; or write for copies! 


The WILLIAM BAYLEY Co. 


District Sales Offices Springfield, Ohio 
Springfield Chicago 2 New York 17 Washington 16 
1 


INSTITUTIONS 


ORIGINATORS » DESIGNERS + MANUFACTURERS + INSTALLERS 
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if there’s Du Pont Ludox 


in the floor wax 


For safety underfoot, 
specify floor waxes containing 


R 
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NEUROSURGERY 
INSTRUMENT TABLE 





you'll always buy 


Add the low yearly maintenance 
cost to the initial price. 


Then, divide the total by the 
many years of active service you enjoy 
with stainless steel. 


YOU SEE THAT SHAMPAINE 
STAINLESS STEEL EQUIPMENT COSTS 
YOU LESS THAN ANY OTHER TYPE 


1920 S. Jefferson St. Louis, Mo. 
-e Lb Oo wt 4 J 


THE WORLD'S MOST COMPLETE LINE OF STAINLESS STEEL SURGICAL EQUIPMENT 
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Handle more loads more efficiently ...and in less staff time, with 


Shampaine Electric's fully-automatic Steracyclic” controlled sterilizers. 


Instruments 
Water 
Utensils 
Flasks 


Dressings 


Solutions 
Supplies 
Bedpans 
Lab Work 
Bedding 


Write Now For Details—Planning Data Yours Free on Request 


A.S.M.E. Code Design 
Underwriters’ Laboratory 
Listed 


SHAMPAINE ELECTRIC CO., INC. 


50 Webster Ave. * New Rochelle, N. Y. 





This single White 
Latex Quixam Ex- 
amination Glove fits 
either hand. Avail- 
able in small, medium, 


and lorge sizes. 


This Green Neoprene 
Quixam Examination 
Glove for persons 
allergic to natural 
latex. Small, medium, 


ond large sizes. 


Eeourmicad, Quixams® 


...For Examinations, Dressings & Treatments 


e@ A single glove fits either hand comfortably 
@ An inexpensive glove that withstands 10 to 20 sterilizations 


@ Eliminates broken pairs...any two of a size make a pair 


te PIONEER Butter Company 


350 Tiffin Road « Willard, Ohio 


Pioneers in Surgical Hand Protection for over 35 Years 
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Edwards Nurses Call Cord Set 


‘SHOCK RESISTANT 
NYLON 


‘K TAMPER PROOF 
TROUBLE FREE 


Patented Edwars 
clamp puts 


or torn sheets and pil 


Edwards introduces a truly trouble-free and 
ll button i atory tests ~ 


sively that this newly esigned molded 


maintenance-free Ca 


prove conclu 


Nylon button with its vinyl cord and molded 
plug will outlast and outperform any other cord set 
The new Edwards locking button can be 
purchased separately to replace present buttons of 
any make nurses call system. And that’s not all! 
Just look at all the extra features you get! 
Step on it! Drop it! The Attractive grey colot of but- 
hock. Will withstand severest fades... cord never dries out ANOTHER NEW EDWARDS ADVANCEMENT! 
use or Cracks A patient pull cord set #7716 that can be used in 
oxygen tents for calling without hazard. Available 
to all hospitals having Edwards Au 
Reset Audio-Visual Nurses Call systems 
At your Edwards Distributor, or write Dept. MH-11, 
Edwards Company, Inc., Norwalk, Connecticut 
cord (In Canada: Edwards of Canada, Ltd 


Built-in strain relief assures Twist the button or the 
positive connections at all and wires won't short or Owen Sound, Ontario) 
times break. Shell just turns harm- 

lessly. 


9 A 
oe 


Pd 


Tamper proof button: no ex Button is easily reset by press- No more short circuits due wd is held securely in wall 


posed screws or parts ing large collar at any point to defective plugs. Plug is re tacle by rugged molded 


Accidental reset is a thing of molded on cord 
the past 


Specialists in signaling since 1872 
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Customers taste only the they touch i cool or frosty glass 
J 


they taste it! 


they see it! In a bright sparkling 
ingredients you put into the glass 


Libbey glass a drink looks better 


. more tempting more Ssatis- 


never rink 
the glass itself. Glass is inert and never im- njovment. Libbey glassware feels 
parts flavor to the beverage. Libbey’s mer’s hand, is bal- 
lovely crystal clear glasses help drinks And Libbey offers 
taste better because they look better he right gl for every drink 
Libbey tumblers and matching stemware 


fving. Libbev’s wide choice of pat- 
terns gives you attractive glassware 
for every need crested, if you 
want, for distinction 

add tasteful unity to vour bar and dining 


service, too 


they smell it! Customers get only 
the delightful bouquet of the bev- 
never any foreign odor j ' 


they hear it! The musical sound of ice in Ree a 

a Libbey glass just naturally means thirst sonia eit 

satisfaction. It’s a sound idea to use Libbey Columbian Tumbler, Iced Tea 
Glass, HT-1806, 12-0z. This hand- 
some pattern Is av tilable in 9 sizes. 


erage ...« 
from inert glass. Libbey glassware 
is easy to keep sparkling clean 
without danger of chipped rims 
because of the famous Libbey 
“Safedge” Glassware rim 


S ifedge Glassware for all your beve rage 


requirements 


Nothing takes the place of a Libbey glass in beverage service 
Because of its sense-appeal, it’s natural for your customers to 


appreciate beverages served in a Libbey glass . . . to expect it. 


Libb« v Safedge Glassware is the ideal service for all terns and sizes . crested with your monogram or insigne 


for distinctive identification . . . extremely durable glass- 
ware for economical operation, with every glass bac ked 
by Libbey’s famous guarantee: “A new glass if the rim 


beverages combining sense-appeal with amazing 


durability and economy. In restaurants throughout the 


country, Libbey Heat-Treated glasses have been tested 


and proved to give the highest average number of serv- 
ings per tumbler which means a per serving cost to 


you measure d in fractions of a cent per 1000 servings 


The complete Libbey line means the right glass for 


ota Libbey ‘Safedge’ glass eve chips.” 


That’s why it makes good sense to serve all beverages 
in Libbey Safedge Glassware. Find out how Libbey can 
mean savings and profits in your operation. Call your 


Libbey Supply Dealer today, or write to Libbey Glass, 


every ne ed ...tumblers and matching stemware to unite 
Division of Owens-Illinois, Toledo 1, Ohio. 


dining and bar service a wide variety of lovely pat- 


Owens-ILuLInoIs 


GENERAL OFFICES +» TOLEDO 1, OHIO 


LIBBEY SAFEDGE GLASSWARE 


AN (1) PRODUCT 
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--- COLD’ STERILIZATION 
WITH THE AMERICAN 


Cry -0-THERM 


Climaxing more than eight years of intensive 
research and development by American 
Sterilizer, the Cry-O-Therm establishes wholly 
new standards for cold (gaseous) sterilization 
of instruments and wrapped or pre-packaged 
surgical and laboratory supplies. Simple 

to install, easy to operate, fast, safe and 

fully automatic, the Cry-O-Therm provides 
the first com jue 

for hospital sterilization of heat- or moisture- 


sensitive items. 


wen Exclusive — 


new gaseous sterilizing agent known as 
Cry-OXCIDE has been developed by 
Amsco. In convenient, disposable, aerosol 
containers, Cry-OXCIDE combines 
ethylene oxide and inert gases in a low- 
pressure, non-flammable, non- 


explosive mixture. 


Tested and approved by U.S. Bureau 


P , 
of Mines for hazardous locations. 








AMERICAN 


STERILIZER 


ERIE* PENNSYLVANIA 














Square 16” x 16’’x 30” chamber 
has ample capacity for largest 
endoscopic instrument. Fully 
automatic with full-load cycles 


as fast as two hours. 


Write for bulletin SC-310. 





Offices in 14 Principal Cities 
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DESIGNED BY AND FOR NURSERY SUPERVISORS.. 


THE ENTIRELY ALOE INFANT INCUBATOR 


NO OTHER INCUBATOR PROVIDES SO MANY OUTSTANDING FEATURES AT SUCH REASONABLE COST 


\loe alone offers all six of these features: 


1) Explosion proof. (a! be used even when 


XPLOsive inesthetic ga are present. 


Easily Mobile. Permits quick transfer of baby 


om delivery room to nursery. 


Regulates oxygen concentration. 50 \ itally 
nportant in preventing retrolental 


f ach 
nbroplasia 


Has completely simple one knob control. 
Readily accessible from top and side. 

Heating element and thermostat in completely 
sealed unit. Easy to remove from cabinet in 
a few minutes, should replacement ever 


tye necessary 


Mail the coupon today for illustrated 
brochure about the new Aloe Infant 
Incubator, or about the complete line of 
outstanding Aloe nursery equipment, if you 


are planning to equip a nursery. 





A. S. Aloe Company, Dept. 105 

1831 Olive Street, St. Louis 3, Mo. 

| would like to receive additional information about 
[_] the Aloe Infant Incubator, [_] the complete line of 
Aloe Nursery Equipment. (Please check here [_] if you 
ST. LOUIS 3, MISSOURI ore equipping or planning to equip a nursery.) 


a. s. aloe company | !\s10"« 


DIVISIONS FROM Name 


1831 OLIVE STREET 


Title 


World's Foremost Hospital Supplier ; 
COAST TO COAST Hospital 


Address 





City_- ___Zone___ State_ 
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In 1907 ST. BONIFACE HOSPITAL Pioneered with 


Architects and Eng neers 
GREEN BLANKSTEIN RUSSELL 
& ASSOCIATES, Winnipeg, Man 


Air Conditioning Engineers 


CARRIER ENGINEERING LTD 


Plumbing & Heat ng Contractors 
New Wing, BOWYER-BOAG LTD 


Old Section and Nurses Residence 
MIKKELSEN-COWARD & CO. LTD 





Cobalt 60 Unit above is one of the many features 
in the completely equipped Radiology department 


It is a high energy source, for treatment of cancer 


fs Th) i i and other malignancies 
EO 8 


uoPita, 


In the Board Room, left to right, Dr. Paul L'Heureux 
Medical Director, Sister Superior G. Jarbeau, Ad 
ministrator and her Assistant Sr. A. Trottier, Mr 
G. L. Pickering, Comptroller. Below on opposite 
page is Chief Engineer Louis Verscheure at air 


ST. BONIFACE HOSPITAL, located across the Red River from Winni- 
peg, Man., is one of the largest hospitals in Western Canada. It was 
built and is operated by the order of the Grey Nuns of Montreal. 


conditioning control panel 


= 
ee 
f 


rr i! wn ie 
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PoweRS Pneumatic Temperature Control for Heating 


Powers Temperature and Humidity Con- 
trol helps Nurses to work more effectively 
nore patients Surgeons 

5 fatigue and strain 


ner and require less 


Powers Pneumatic Thermostats maintain 


set temperatures constantly. They need no 


ng 


Over 619 Powers Heating-Cooling Thermo- 
stats and 708 PACKLESS Control Valves 
regulate the volume of chilled or heated 


air conditioners used in the 


perimeter areas of the buildings. 


rae] Oey 


t= 
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Quality System of Air 


Conditioning Control 


St. Boniface Hospital with 670 beds, offers 
the most advanced facilities and equipment 
for diagnosis and treatment of disease, 
patient care and comfort 


Year ‘round Air Conditioning regulated by 
Powers individual room control provides the 
right temperature required for every hospital 
activity. Powers pneumatic thermostats are 
used in: 

13 OPERATING ROOMS, central sterilizing 
and supply area, recovery and delivery rooms, 
9 nurseries, attractive rooms for patients, 
offices, public spaces, pharmacy, laboratories, 
radiology and therapy departments, kitchen, 
cafeteria and dining rooms, laundry, autopsy 
room, solariums for convalescent patients and 
a colorful playroom for children. 

Central Supply Units furnish properly con- 


ditioned primary air and heated or chilled 
water to over 600 unit air conditioners in the 


perimeter areas of the buildings. Occupants 
in each space can dial the temperature they 


like best 


Interior Zones, operating rooms and other 
spaces receive conditioned air from central 
supply units. Here Powers control automati- 
cally adjusts temperature and humidity to 
the requirements of occupancy and outside 


weather. 


Nurses Home and School of Nursing 
with over 200 students, have direct radiation 
throughout controlled by Powers. 


Powers Thermostatic Shower Controls in- 
sure comfort and safety of patients and nurses. 


Are You Planning a New Hospital or any 
other type of building? Ask your architect or 
engineer to include a Powers Quality System 
of Temperature Control. You will help insure 
utmost comfort and lowest cost for upkeep. 


THE POWERS REGULATOR COMPANY 


S 


SKOKIE, ILLINOIS 


Te mperature 


Canada and Me 


and Humidity Control 
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Building: Santa Rosa Hospital, San Antonio, Texas 


Only Adlake Aluminum Windows give PP ty hay a a 


Contractor: Walsh & Burney Co. 


these six basic advantages: Type: Adloke Double Hung Windows 


e No warp, no rot 
Minimum air infiltration 
No painting, no maintenance 
Finger tip control 
No rattle, stick or swell 
Guaranteed non-metallic weather stripping 


Also, Double-hung Windows with Patented EALN LN 
Serrated Guides we VU 


The Adams & Westlake Company 
cHicAGo ELKHART, INDIANA New york 
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Keep Fire Doors Closed 


Question: We are in an old building 
with a central stairwell, now enclosed 
in accordance with fire safety regu- 
lations. While there are fire doors 
on each of three floors, we find that 
these are sometimes left open, or even 
propped open, and, since our building 
now has sprinkler protection, added 
not long ago at considerable expense, 
we wonder if the effort to keep fire 
doors closed must now be continued 
Should we ask our local fire safety 
authorities for advice on this point? 
M.A., Calif 


ANSWEI y nd they will 


scien: sieielk: alia ol tubes 


Reducing Radiation Hazards 


Question: We have been reading 
and hearing more and more about 
the radiation hazard resulting from 
operation of an ordinary medical x- 
ray department and wish to make cer- 
tain we are doing all that can be done 
to keep the hazard at a minimum 
Are there new technics to be used in 
these departments that will reduce the 
hazard?—B.L.K., Ohio 


ANSWER I} United Nations 


pelvic x-ray 


t. Use of radiographs rather than 
loroscopy whenever idequate infor 


ition can be obtained by this means 
improvement Of ad 
lures to obviate 


of 


systematic 


ninistrative proces un 


necessary repetitions examinations 


of the same patients 
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ESTIONS 





Manufacturers of x-ray equipment, 
radiologists and their professional 
societies are prepared to give specific 

lvice looking toward the achievement 
f desired goals in all these areas. With 
lequately trained personnel and mod 
ern cquipmer iuthorities believe ex 
posure in hospit X-ray departments 

n be 1 i! t10on Of the radia 

( VEILS esivnated is pern issible 
[ National Committee on Radia 

n Protection. The American Med 
! Association has recommended that 
Osp s using radi or artificially 
p! ] ( ] isotopes shé Id have a 

1Cal if commiuttce including a 

1 {) surgeon, internist, gyne 

S rolovist ind pathologist 

Stal ny poli ics for the ise Of 
esc materials; Cvery hospital should 
fety pr m for the x-ray 


} Liologoicr 
IC TACIOIOLIS 


Let Fund Gifts Be Voluntary 


Question: When our Community Fund 
campaign, of which several charitable 
agencies in the community—including 
the hospital, to a small extent—are 
beneficiaries, was initiated this year, 
employes of the hospital were urged 
to contribute as they have been doing 
in the past. However, contributions 
were slow in coming in from our em- 
ployes, and one of our trustees who 
insisted the hospital should be a ‘’pace 
setter’’ in contributions to the Com- 
munity Fund wanted to make it man- 
datory for employes of the hospital 
to contribute. There was a division of 
opinion about this, and it was not 
done this year, but we feel sure the 
question will be raised again in con- 
nection with later drives and would 
like to know if this is a widespread 
practice among hospitals.—B.E., Ohio. 


ANSWER Ni 


spital emy 


Community Fund 


Generally speaking 
Moyes should contribute to 


drives on the same 





Conducted by Jewell W. Thrasher, 
R.N., Frazier-Ellis Hospital, Dothan, 


Ala.; A. A. Aijta, San Antonio 


Community Hospital, Upland, 


Calif., Pearl Fisher, Thayer Hos- 
Waterville, and 


pital, Maine, 


others. 




































basis that other citizens do—as Citizens, 


and not as members of a special group, 


and in accordance with their means 


j 


and dispositions. As an employer, the 


hospital has the same obligation that 


other employers have to make certain 


employes understand the significance 
and 


of the Community Fund concept, 
ot 


fund. Pressure on employes 


the needs that are met out dona- 


tions to the 
to contribute, or compulsory contribu- 
tions, are contrary to the philanthropic 
of Fund | 


the and 
would seem especially 


Spirit Community 
unsuitable in 
the case of the hospital, many of whose 
employes must still meet family obliga 
tions out of pay checks that are smaller 
} 


than those prevailing In Inaustry 


Fire Drills for Patients 

Question: With all the emphasis now 
being given hospital fire safety, a ques- 
tion has come up on our staff as to 
whether we should conduct fire drills 
involving patients—at least those able 
to be moved. What is the standard 
practice among hospitals?—K.L.R., Ill. 


ANSWER: The latest code of the Na- 


tional Fire Protection Association on 
this point reads as follows 

Fire exit drills in hospitals shall 
include the transmission of a fire alarm 
signal and stimulation of emergency 
fire conditions except that the move- 
ment of infirm or bedridden patients 
to safe areas or to the exterior of the 


Drills shall 


intervals, 


building is not required 


be conducted at irregular 


during day and night, to familiarize 


hospital personnel (nurses, interns, 


maintenance engineers, and adminis- 


trative staff) with signals and emer- 
gency action required under varied 


conditions. At least 12 drills shall be 


held every year 


Many 
drills without disturbing patients by 


| 


hospitals conduct fire exit 


advance planning in the choice of lo- 
cation of the simulated emergency and 
closing doors to patients rooms) or 
wards in the vicinity prior to the int 
tiation of the drill 

Convalescent patients should be re 
moved from involved zones lest their 
curiosity or anxiety hamper fire bri- 
gade activity, or cause themselves in- 
All sections should be assured of 
ot 


nurses, attendants and other employes 


jury 


a necessary complement doctors, 
in reserve, in readiness to assist in the 
transfer of bed patients to less exposed 
sections 


areas OF 


47 


























cuts the cost of posting patients’ bills! 


Ask your nearby 
sentative to demonstrate the 


to explain why rats use reduce 8 operating 
costs. You'll find him listed in 


cost of posting patients’ accounts. 
accounting 


‘an profit from 
vice of a Na- 


‘42”’ simultane- 


When you use a “42,” 
information is always up-to-date and 
ously posts all required records for a immediately available. This makes it 
patient’s account—patient’s state- easier for you to make more profitable 
it, statement for insuring agency, reduce 


r for hospital, plus the charge or 


decisions, control revenue, 
costs, and to manage more efficiently. 
The cost of this machine system is 


it voucher and the detailed audit 
often only a fractional part of the 


By simplifying operating pro- 


, the National ‘‘42”’ reduces the savings realized. 


THE NATIONAL CASH REGISTER COMPANY, Dayton 9, Ohio 


989 OFFICES IN 94 COUNTRIES 


National re pre- 
**42”" and 


the yellow pages of your phone 


book. 


* TRADE MARK REG. U. &. PAT. OFF. 


ACCOUNTING MACHINES 
ADDING MACHINES » CASH REGISTERS 
wee paper (No Carson Requirtp) 
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BEAUTY OF WOOD...THE STRENGTH OF STEEL 


Le 35 

: ae 
ae 
ig Om? a 


NOW available with the 


new Loyal HI-LO bed 


@ Woodridge. beauty that last 
e@ Hi-Lo Bed 
e@ Woodridge wit! 
@ Hi-Lo elevates at t 
10 seconds: to Fowler position in 25 s 
th 


@ Woodridge p e Hi-Lo Bed the ultimate attractive. efficient patient r 


ROYAL METAL MANUFACTURING COMPANY, DEPT. 8-L 
1 Park Avenue, New York 16, New York 


Dealers and Showrooms Coast to Coast 


Please send free Bulletin 2006, ‘Woodridge . by Royal.” 
Name_ 

Hospital 

Street 


City 





THE VAST MAJORITY OF THE NATION'S FINE BUILDINGS ARE SLOAN EQUIPPED 


NAESS & MURPHY, architects and engineers 
GEORGE A. FULLER CO., general contractor 
G. F. CONNELLY CO., plumbing contractor 


AMSTAN DIVISION, AMERICAN RADIATOR & 
STANDARD SANITARY CORP., plumbing wholesaler 
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SF» 7.2. 


EFFICIENCY FROM RIVERBANK TU ROOF 


n CHI AGO SUN-TIMES | 


SLOAN VALVES 


FAMOUS FOR EFFICIENCY, DURABILITY, ECONOMY 
SLOAN VALVE COMPANY * CHICAGO * ILLINOIS — 


Ay ent in effi 9 eT 
{ct-O- Matic <nWos 
\I 


Write for completely descriptive folder 
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FREE HOSPITALIZATION AT 65 


Although Congress is in adjournment until January 7, 
there is intensive behind-the-scenes activity on one issue in 
the hospital field—the proposal to give free hospitalization 
under social security to men 65 and over and women 62 
and over. 

Unless the Russian-American scientific rivalry overshadows 
the entire legislative picture, this question of free hospital 
beds for the old people, which has been before Congress 
for more than six years, will head for a definite showdown 
next year. 

This is the way the struggle is developing: 

American Medical Association, a leader in defeating the 
plan when it was offered in 1951, hasn’t officially announced 
its position on the revised proposal. But there is little ques- 
tion how the A.M.A. will stand or what it will do; it will 
continue to oppose the idea, and will fight it with all its 
strength, with or without allies. 

A special committee appointed by the A.M.A. board of 
trustees currently is gathering information on the legislation 
now before Congress and possible alternatives. This com- 
mittee won't make policy, but will make recommendations. 
It is scarcely conceivable that the basic factors will have 
changed sufficiently to cause the committee to suggest the 
association shift its position and support the bill. 

The American Hospital Association, which avoided taking 
a position on the bill in 1951, still is undecided. At its fall 
convention A.H.A. deferred taking any action on the issue, 
although all the major facts were on hand. But the A.H.A.’s 
position is significantly different from that of the A.M.A. 
Until the last minute there will continue the possibility that 
A.H.A. will endorse the bill or decide not to oppose it. 

Kenneth Williamson, A.H.A. associate director and head 
of its Washington Service Bureau, very frankly states: 

“Federal subsidy for health care plans for older persons 
will occupy more congressional attention in the next session 
than in any previous year... . 

“Financing health care of the aged is nothing new with 
the A.H.A. Since 1955 A.H.A. has recognized the national 
importance of this problem and has had special task forces 
carrying out intensified research on health care plans for 
older persons. 

“The association’s house of delegates has already approved 
principles guiding the development of federal legislation to 
meet the health needs of the aged. Reevaluation of the 
association’s position on this issue is now being carried out 


by a special committee. 

“All of these proposals will be under the closest scrutiny 
next year and the association will testify before congressional 
committees on one of the most important health problems 
of our times.” 
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Should A.H.A. decide to back the hospitalization-of-the- 
aged legislation, or sit out next year’s fight, Blue Cross can 
be expected to follow its lead, and Blue Shield may do the 
same thing. 

(For an evaluation of factors affecting A.H.A.’s decision, 
see article on this page in the August issue.) 

There never has been any question about how top labor 
leaders stand on this free hospitalization proposal. They 
have been all for it from the start. The plan was endorsed 
in general at last year’s A.F.L.-C.1.O. convention, and the 
top officials have since given public support to a specific 
bill (H.R. 9467) introduced by Rep. Aime J. Forand 
(D-R.L). 

There is one uncertainty about labor’s position. Until time 
comes for the showdown next year, there is no way of tell- 
ing whether this is merely a favorite of top labor leaders, 
or has been accepted as a labor crusade by the rank and file. 
To the general public, labor does not present too pretty a 
picture just now, but if the laboring people really want this 
bill and drive for it next year they would be hard to stop. 

The political situation, too, has some uncertainties, but 
there’s no uncertainty about the fact that this legislation 
now has far more support in both parties than it had when 
first proposed by President Truman and Oscar Ewing. 

For the present the only bloc openly supporting the bill 
is the group of ultra-liberal Democrats, with a sprinkling 
of Republicans. However, Speaker Rayburn is understood 
to have cleared the track for action next year, and Chairman 
Jere Cooper (D.-Ky.) of the House ways and means com- 
mittee will do nothing to stop the bill. 

Middle-road Republicans, who might be expected to op- 
pose the free hospitalization bill at any other time, may 
lose some of their conservatism next year. It is election year 
for all members of the House, and if the Eisenhower Ad- 
ministration is on the defensive on other larger issues these 
moderate Republicans might have to save their own political 
hides by voting for something they think a lot of the 
people want. 

Finally, the position of the White House: Last year Secre- 
tary Folsom said he thought the free hospitalization plan 
was too close to socialized medicine, and besides that the 
social security program should be given some time to adjust 
itself to the major changes made last year. 

But Administration experts are looking at the proposal 
again from all angles, and they might easily decide the 
political angle is the most appealing. 


RADIO FREQUENCIES FOR HOSPITALS 


Given unofficial encouragement, officials of the American 
Hospital Association are hopeful that the Federal Com- 
munications Commission will grant their request and set 













aside three radio frequencies for the exclusive use of hos 


pitals. 


F.C.C., which received a similar request from the Amer 
an Medical Association on behalf of doctors, is studying 

applications, but there is no suggestion that a decision 
Presumably, objections 


ill be made in the near future. 
will come from radio stations and other present users of 


channels and from telephone interests. 


A.H.A.’s request emphasized the value of the channels 
in time of disaster, stating: “Experience has demonstrated 
that the successful professional and administrative operation 
f hospitals under disaster conditions requires an effective 
communications system between hospitals, between hospitals 
and mobile units, and between hospitals and other agencies. 

. . Only radio affords assurance of such an effective com- 
munications system—telephone communication simply has 


not worked satisfactorily.” 


Explaining the value of the channels under normal con- 
ditions, A.H.A. said: 


“Approximately 300 mobile units can be accommodated 
effectively on one frequency in a given area. If each hos- 
pital licensee had one base station and as few as 10 mobile 
units, one frequency could accommodate approximately 30 


hospitals in a given area. 


“Many standard metropolitan areas in the United States 
have more than 15 hospitals, and hence, would require at 
least two frequencies. Moreover, each standard metropolitan 
area having a 1950 population of one million or more has 
more than 30 hospitals and hence requires a third fre- 
quency.” 

Doctors and hospitals now must compete with such other 
channel users as taxicabs and radio-dispatched service trucks. 
Because such channels often are crowded and monopolized 
by Various systems tor pooling messages, they generally are 


found unsatisfactory. 


MEDICAL CARE PRICE TRENDS 


A special study of medical care price trends between 
1936 and 1956, published in the labor department's monthly 


Labor Review, offers these findings: 


In the 20 years the increase in total medical care costs 
was less than the increase in prices for food, personal care, 


and clothing. 


Since 1950 there has been a noticeable decrease in the 
proportion of family income spent on medical care as in 


come rises. 


In the 20 years hospital room rates have gone up 264.8 
per cent, general practitioners’ fees, 72.8 per cent, and sur 


geons’ fees, 59.5 per cent. 


The study gives several explanations for the relatively 
sharp increase in hospital costs: Hospitals have had to con- 
tend with higher overhead costs and higher current operat- 
ing costs, changes in medical technology have meant shorter 
average stays and higher per day rates because more services 
are performed the first few days, ancillary services (x-rays 
and laboratory tests) have been increasing in importance 
and now account for a larger share of patient charges, ex 
tensive hospital construction and new equipment purchases 
have to be financed in part through patient charges. 


SALARY STATISTICS 


Another Labor Review article rounds up a volume of 
specific and miscellaneous information on salaries and supple- 


mentary benefits in private hospitals. 


American hospitals today employ about 1,300,000 people, 
a higher total than the steel or auto industries or inter 
state railroads. 

General duty nurses’ salaries vary from $56.50 per week 
in Philadelphia to $72 in Chicago and San Francisco. 

Nursing directors’ salaries range from an average of $95.50 
per week in Baltimore to $120.50 in Minneapolis-St. Paul; 
in a majority of cities the average was between $101.50 
and $112.50. 

There is a great variation in the schedule of free meals; 
in Baltimore a high percentage received two meals a day 
and rooms, while there are few such benefits for any type 
of workers in Portland or Minneapolis. 


Only in Atlanta and Memphis do a majority of nurses 
than 40 hours a 
‘4 | 


week, yet /\Ulanta has no split shifts, in contrast to most 


white-collar employes work more 


and 
other cities. 


NOTES: 


Public Health Service and American Medical Association 
ire in conflict over Asian influenza vaccine dosages; a 
P.H.S. advisory committee recommends a full cc. given 
subcutaneously, with smaller dosage for children; an A.M.A. 
udvisory committee says the doctor should decide whether 
10th of a cc. intra 
he intracu- 


a full cc. subcutaneously or | 


to use 
utaneously. If most doctors would decide on 


taneous method, the 


t 
ld 


shortage of vaccine would become a 


surplus in a few months. 


Word has gone out that there will be no more Inter- 
\gency Hospital Institutes, which for a number of years 
have brought together federal hospital 


nd lectures. It is understood the military medical depart- 


people for seminars 


ments arranged to end the institutes, believing they could 
bring the same information to their own people at less 
cost in time and money. There has been no official an 
nouncement yet, and the decision could be reversed. 


Joint Blood Council has issued a pamphlet, “Standards 
for Accreditation of a Blood Transfusion Service,” by means 
of which institutions may “voluntarily accredit themselves.” 
A joint product of the council and the American Association 
of Blood Banks, it adheres to the National Institutes of 
Health requirements and includes guidelines for compati- 
bility testing and recipient identification. Copies are avail- 
able at the council headquarters, 1832 M St. N.W., Wash- 
ington 6, D.C. 


Another Joint Blood Council publication, a progress re- 
port on its survey of blood facilities, shows that in calendar 
1956 a total of 4,585,000 transfusions were given to about 

million patients. The council now is mailing out the 


final questionnaire in its survey. 


Administration and congressional leaders in medical fields 
are repeatedly calling for enactment next year of legislation 


construction aid to medical schools for teach 


for federal 


ing facilities. 
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Are You Ready to Treat Cardiac Arrest? 


Sudden death on the operating table must he anticipated in every hospital 


/ 
where surgery is pe rformed, say the authors, and it is the duty of the 
hos pital to insist that everyone on the surgical team be practiced in the 


art of cardiac resuscitation, a standardized and proven technic. The ty pes 
of cardiac arrest are defined here and a treatment procedure is outlined. 
The authors suggest a definite training program for members of the staff, 
list necessary equi pme nt, and descrthe the sur git al prow éedure. Post-resuscita- 


tive care and a discussion of what to tell the family also are included. 


HERSCHEL E. MOZEN, M.D., and CLAUDE S. BECK, M.D. 


levelopment 
activity call 
tole. In this 
d, flabby and 


rhythmic contractions Ov 


term ‘cardiac ¢ Con th lly, it may stop in a state « 


occurrence leath ilting yntinual contraction, 2.2. systole 


cessation ¢ 


if effective m The second type of cardiac arrest is 


of the heart. It d called ventricular fibrillation. In this 

» cases Of fatal illness or trauma type of death there is the abrupt onset 
obviously, the stopping of the of a convulsion of the heart, which 1s 
theat 1s merely the terminal pre converted into a squirming mass of 
nortem event. Cardiac arrest occurs muscle with no purposeful contrac 


inexpectedly. The diagnosis is made tions. Though the heart is very active 


by noting the disappearance of pulse, during fibrillation, no blood is being 


blood pressure, and heartbeat. The res- pumped out to the brain, coronary 
pirations usually cease simultaneously arteries, and other vital structures 


The skillful anesthesiologist checks The type of death resulting from 

these vital signs at frequent intervals ventricular fibrillation is important 

Bes ; and is aware immediately of any ab- — since it accounts for most of th 

eck 1S professor « 1} i] . 

st Western Reserve Universit: normality that may herald the onset of | mortality of coronary artery disease 
[his is the second in a series of artic an arrest Frequently these deaths are very sud 
{ f the Impé ‘ heart surgery on ] ] 

The tl If the patient's heartbeat is moni den. A fatal attack may occur while 

ne mrad i Vv i D pr 


SEC 


tored throughout the operation by a man_ is_ shoveling snow, while 
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THIS NEW IDEA FOR THE OPERATING ROOM WOULD REDUCE “CLUTTER” 
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Architects, Cambridge, Mass 


‘ALTERNATE INSTRUMENT TABLE 


Left: Photograph shows how three posts carry- 
ing lights and other equipment, and joined 
overhead by continuous track, would look in 
operation. Aheve: Diagram indicates position 
of instrument table and alternate and anes- 
thetist’s area in relation to operating table. 
Three posts are equally spaced on a circle. 
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Fig. 1. This easily portable defibril- 
lator operates on 110 volts, A.C. 
The electrodes of the machine are 
removable for sterilization in an 
autoclave for 15 minutes at 250 F 
With this apparatus, which should 
be in every operating suite, fibril- 
lation is converted to standstill and 
a sustained heartbeat then can 


be established with relative ease 


ible to proceed 


with the training of 
his assistants and other personne 
Under the sponsorship of the Cleve 
H« irt Societ 


na 


TREATMENT OF CARDIAC ARREST 


Every phy 


crpency Occul 


operating root! 


climinary training 


12 roles in 


DRUGS ON CARDIAC RESUSCITATION TRAY 


1 


2 


Adrenalin (epinephrine) solution, 1:1000, 1 doz. 1 
cc. ampules 

Procaine hydrochloride solution, 1 30 cc. vial (1 per 
cent) 

Cedalanid (lanatoside C, intravenous rapid acting 
digitalis preparation) 1 doz. 2 cc. ampules 
Pronestyl (procaine amide solution) 2 10 cc. vials 
Atropine sulfate solution, 1 25 cc. ampule 
Hydrocortisone, 3 100 mgm. ampules 

Quinidine sulfate solution, 1 10 cc. ampule 
Ephedrine sulfate solution, 6 2 cc. ampules 
Neosynephrine solution, 1 10 cc. vial 

Levophed (norepinephrine) 6 4 cc. ampules 
Wyamine, 1 30 cc. vial 

Molar lactate solution, 2 100 cc. ampules 

Insulin, U40, 1 10 cc. vial 

50 per cent glucose solution, 2 100 cc. vials 

6 each of 5 cc., 10 cce., 25 cc. syringes; 2 50 cc 
syringes 

6 each of 2 inch No. 16, No. 18, No. 20, No. 22 
needles. 6 '2 inch No. 24 and No. 26 needles 
Tourniquets 


experience 


s willing 


INSTRUMENTS ON CARDIAC RESUSCITATION TRAY 
Portable defibrillator 
Scalpel and sharp blade 
Endotracheal tube, connections, tank of oxygen 
(portable) 
Sterile self-retaining rib-spreader 
Kelly clamps, 12 
Hemostats, 12 
Moynihan clamps, 6 
Long dissecting scissors, Metzenbaum, | 
Suture scissors, 2 
Needle holders, 2 
Blade retractors, various sizes, 4 
Satinsky clamp, 1 
Beck aortic clamp, 1 
Chromic sutures, various sizes, 0, 20, and 3 0 
4 0 silk sutures for skin closure 
Sterile linen; towels, 12, half sheets, 6, laparotomy 
sheet, 1 
No. 30 chest drainage tubes, 2 
Underwater drainage tubes, bottle and connections 
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Fig. 2. Two views of a mechanical 


respirator, which recommended 


for any case in which adequate 


pulmonary ventilatior required 


At the far rignt the respirator 


hown covered The ventilation 
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These Attractive Apartments Attract Nurses 





One way to recruit nurses for evening and night shifts, 






Montefiore Hospital has found, is to provide them with 






these handsome apartments which rent for $35 a month 










RIGHT new apartments with comfortable modern furnish- 


ings are the result of an eftort to ease shortages of evening 





and night shift nurses at Montefiore Hospital, New York. 





The apartments, which opened in March, were made possible 





by a grant of $400,000 from Samuel J. Bloomingdale, a mem- 






ber of the board of trustees, in memory of his father, Lyman 





G. Bloomingdale, treasurer of the first board of trustees. 






The shortage of housing for evening and night shift nurses 





was particularly acute because of the rather isolated location of 






the hospital. The majority of the nurses were married women 





living in the neighborhood with their families. 






Only evening and night shift nurses are allowed to live in 






the new building, located on a lot across from the hospital. 





Each of the 40 furnished apartments rents for $35 per month, 






including utilities. No formal leases are required. All but eight 






of the apartments were rented by early September, according to 
Dr. Martin Cherkasky, director. 






Seventeen new registered nurses have been employed as a result 






of the living facilities. Ten will work on the evening, or 3 p.m. 






to 11 p.m., shift; five will work on the night, or 11 p.m. to 






a.m., shift, and two are employed for the operating room 





and will work either shift. In addition, 14 new nurses for 






the day shift have been employed. This is twice the usual fall 





recruitment, and in large measure can be accounted for by the 





tact that many of these day nurses are friends of new night nurses 
and were attracted to the hospital by them. (See Pages 58-59) 
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FURNISHINGS AND UTILITIES ARE INCLUDED IN THE RENTAL OF THE APARTMENTS 


Above: Exterior view of Bloomingdale Apartments, show- 
ing nurses’ parking area at left. The building is on a lot 
across from the hospital, and the area is well lighted for 
the protection of the evening and night shift nurses 


Right: Plan shows compact arrangement of rooms. There 
are no formal leases, although occupants are expected 
to vacate when their employment at the hospital ends 
Architects were Schuman and Lichtenstein of New York 


Below: The lobby furnishings were deliberately kept simple 
in order to provide a background for sculpture and paint- 
ings. The floor is off-white terrazzo; the sofa is orange, and 
draperies are beige linen, with orange and red patterns. 


HE three-story red brick structure is op 
erated much like a commercial apartment 
house. The nurse’s “lease” runs tor the term 
of her employment. The hospital provides 
building maintenance, and the nurse makes 


her own arrangement tor cleaning, linens and 


telephone. It has been necessary to hire only 
one additional porter on a half-time basis to 
maintain the public areas, according to I. Gort 
segen, assistant director of the hospital. Ad 
jacent to the building, which is bordered by 
planting arrangements and grassy areas, is 

parking lot tor the exclusive use of the nurses 
A laundry room with washing machines and 


driers is provided in the 


basement. The 
is decorated in cheertul, bright col 
sent a welcoming atmosphere, 
nishings are simple to provide 


tor people and art works 


Opposite page 
Dressing room, lo 
cated next to the 
bath, is provided 
with shelves and 
closet space. All ba- 
sic furnishings, as 
well as utilities, are 
provided, but nurses 
are permitted and 
encouraged to add 
any individual 
touches in the way 
of pictures and or- 
naments or pieces of 
furniture they wish 
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THERE’S NOTHING OF THE DORMITORY ATMOSPHERE IN THESE COLORFUL QUARTERS 


a ent has a by 17 toot [iv 
ing roon root dining el] completely 
IPPCe tcl lressing room, bath, and 
urniture was selected by 

Malino of New 

mmiuttee. A 


easy Chall 








Above: The dining nook has been placed just outside the 
kitchen for convenient serving. Chairs are white molded 
plastic on black metal legs. A color from the draperies is 
repeated on the wall directly behind the dinette set. 


Left, thick bolsters make bed comfortable for use as 
couch. Blue and green draperies are used on southern 
side of building; orange and red tones are featured on 
the north. All of the apartments have a picture window. 


Below, living room prepared for sleeping. Part of the 
marble topped table has been closed in to form head- 
board for the bed. Club chair and rug are black and 
white tweed. Mosaic tables repeat color of draperies. 
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Where Nursing Education Standards Are High 


So Are Applications for Schools of Nursing 


The only professions that have made headway in solving their per 
sonnel problems are those which have continually raised their educa 
tional standards, says this nurse-author in response to the article on 

The Five Sides of the Nursing Problem,” by Dr. Thomas Hale Jr., 
published in The MODERN HOSPITAL for July. Dr. Hale raised 
the question of whether nursing education leaders are wise in push- 
ing for higher standards of nursing education when the result ts 
withdrawal of the services of student nurses from patients during 
the training period. Miss Lorentz, however, cites Dr. Hale's own 
argument concerning the increasing responsibilities given nurses 


and the consequent need to educate them to meet these re sponsibil- 


ities. Five recommendations are discussed: adequate salaries; an or 


ganization ot hospital schools; the accreditation of schools of 
nursing; establishment of a commission on nursing, and more par- 


ticipation by nurses in discussions of nursing education affairs. 
g 


MILDRED LORENTZ, R.N. 
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Above, Kern County General Hospital, Bakersfield, Calif, and goes on and off automatically. An automatic sprinkler 
showing administration wing at right. Exterior lighting, system waters lawn and shrubs in the early morning when 
as shown in view below, is controlled by a preset clock water pressure is high and loss from evaporation is low. 


New Wing Ties the Old Ones Together 


When an earthquake forced the rebuilding of a large section 
of this hospital, the new structure was tucked between the 


remaining wings to produce a logical grouping of services 


JOHN W. DOUBENMIER 


raved SEVEN lays and would have to vacate a large part of the same time to house the laundry 
rthquakes after ily 1952, the hospital and boiler system, was of sturdier con- 
Kern County General consisted of © struction. Wing A, built in 1938, was 

interconnected wings fronting on of reinforced concrete and 

nain boulevard Three of the wings tO the tructural code established 

B, C and D—were built of non that time. It revealed no great damage 

reinforced masonry in 1922 and 1932 An inspection immediately after the 

Service Wing E, built at approximately July 21 shock showed irreparable dan 

age to Wings B, C and D. The out 

side walls were brick on brick only, 

with no reinforcement. Obviously, 


OUTLINE OF CONSTRUCTION COSTS these wings of four and five stories 


° . . had to re d TI 4 -§tor 
Total Project Cost (including Groups 1 and 2 had to be dismantled. The _— ry 


equipment and fees) $3,083,048.00 = «fvice building could be saved, but 
No. of beds 161 it would require structural rehabilita- 
Cost per bed 19,149.37 tion to bring it to acceptable standards 
Total square feet 117,411 Wing A could be incorporated in the 
Square feet per bed 729 new structure. (Continued on Page 66) 
Cost per square foot 26.26 
Total cubic feet 1,605,082 Mr. Doubenmier is administrator, Kern 
Cubic feet per bed 9,969 County General Hospital, Bakersfield, Calit 
Cost per cubic foot 1.92 Architects were Alford and Thomas, Bakers 
: held, with Walker, Kalionzes and Klinger 
man, Los Angeles, consulting architects 
Hospital consultant was August W. Koenig 
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Sterilizing and work area for emergency suite has re- 


Fqur emergency examination cubicles are located on this 




















cessed cabinets for more space. \At northwest side of cgrridor, with counters and sinks conveniently near by 
hospital, curved ceramic wall separates emergency en- Qoctors’ “on-call” room is at far end of suite; nurses 
trance into areas for ambulatory nd stretcher cases. ation can be seen in the foreground of the picture. 
= . - 
FIRST FLOOR Sere 
Emergency and outpatients receive their complete care 
on the first floor. Services such as pharmacy, x-ray, speci- meer consean 
men laboratory, cast room, and urology clinic are cen- A 
trally located to serve both these types of patients. 
_ — 
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Examination cubicles for optpatient department. Colored 
lines in vinyl flooring help patients find way to various 
clinics. Supervised outdogr play area for well children 
aids mothers with other /children at the pediatric clinics. 


several 
the medical library is essé@ntial. Open 
shelves house 4000 books. On the shelves below picture 
window are current periodicals of field 


associated With 


Since Kern County Hospital is 
training programs, 


interest in\the 




















workroom, with work island in center. On second and third floor, a doctors’ room gdijoins the 
nursing station. Records can be passed between them 
through a sliding panel window. At right in/this station 
s alcove set aside for medicine preparation and storage. 


Central supply 
Door at far left leads to glove room. Adjacent surgical 
suite is served by pass-through window and door at rear 





f central supply area housing the sterila issue racks 


T 
SECOND FLOOR Lilj a | a 
A feature of the second floor, which contains, all surgi ; 4 i 
_— 


cal facilities, is the arrangement of central supply and 
urgical suite. Dumb-waiters with compartments fer sterile = 
and nonsterile items are used to transport the supplies ] 
| weet rea 
- fo ad 
a 
~ 


The hospital presented here has been 
selected as The Modern Hospital of 
the Month by a committee of editors. 
Award certificates have been pre- 
sented to the hospital, the architects, 
and state officials. A similar award 
will be made each month. 
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Postanesthesia room has direct alafm to surgery, nursing stations, and anes- Medicine ¢tabinets, preparation area 
thetist. Oxygen and suction outlets are at each bed. Room is on second floor, are convehient to nurses’ station. If 
as are operating rooms and surgery wards. All surgical patients are accom- narcotics cabinet door is opened, the 


modated on this floor in ordér to decrease the constant use of elevators. station light at upper left turns on. 
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d From Page 05) Give 


[The damaged area accommodated 


53 beds, 48 bassinets and all the 


liagnostic, tic and ancillary 
hospital, 


services of general 


the admini 


LCICS 


Separate outpatient entrance and exit at west of hospital 
keep the nearly 300 visitors per day away from main 
entry. The parking area for outpatient’s also is separate. 
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particular attentuuon cto the 
problem of entrances and admissions, 
by separating the incoming traffic into 
special areas tor each 

The consulting architects ( Walter, S< 
Kalionzes and Klingerman of Los An- a 

| trator. and 


for licensed voca 


(raining program 


tional nurses. The college also began 
- 


a professional school of nursing this 


need fall) and these students will receive 
yme training at our hospital In 


Idition, the hospital is approved 


seven nt physicians 


Main waiting room at outpatient entrance is supplemented 
by sub-waiting rooms adjacent to each clinic area. Lou- 
vered screen outside glass wall shields room from glare. 
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How to Set Up Cost Controls for Housekeeping 


Study at Cleveland Clinic Hospital outlines methods of 
determining standards of cleanliness, cleaning procedures, 
work output, training and supervision in order to arrive 


at most effective methods of controlling costs of operation 


E. J. FREDERICK, J. G. HARDING and DOROTHY SCHWORM 


perforr 


the aan 


know how 
Kept before 
he procedur 


the equl 


procedure, 


also serves 


ELEMENTS OF CONTROL PROGRAM leaning walls, ceilings at Or ich area as th 
t nett DI ral f tl Vertica ind id area TuId the ne isekeeping SUpervVISOry 


in evaluating the results achieve 


the cleaning assignments 


WORK METHOD 


Once the standard of cleanliness 


first step 


ictive housekeeping cost control pre 


for each area throughout the hospital 


has been determined, the next step 


is to determine the stand 
anliness to be maintained 

irea Or unit of the hospital ‘Or ex In the 

levelop the most effective cleaning 


COst control pre ram is ft 


ample, in a patient's room it is essen 


me ‘ c tial that the housekeeping supervisor 
Indation, nov f f : 
p, McCormick & Paget, man know: (1) how often the floor area the 
igement consultants, New York; Mr. Hard should be dry-mopped and/or wet- 
is superintendent, Cleveland Clini ‘ ‘ ‘ 
i inic mopped, (2) how often the furniture cleaning procedures presently used 
2 The analysis includes becoming ac 


procedure to be used in carrying out 


| 


cleanliness standard 


It is essential to analyze all of the 
j 


at ( resap 


Hospital, and Miss Schworm is executive 


housekeeper, Cleveland Clinic Hospital should be dusted and washed, 
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FLOW PROCESS ANALYSIS 


EXHIBIT 


A 





SUMMARY 


+ 
PRESENT METHOC 





OPERATIONS 


NSPECTIONS 


MOVES 


DELAYS 


PERM ST 


TEMP STORAGE 


x 


SUBJECT CHARTED 


ORAGE 


EQUIPMENT, TOOLS, etc 


ae r kets 


PROPOSED 


METHOO 











DESCRIPTION 


METHOOS OEPARTMENT 


ACTIVITY 


~ 
ost 


Time 








| Porter 


Porter 


Porter 
| Porter 
| Porter 

Porter 
} Porter 


Porter 


eaning Patient's Roorr 


2 bed room (214 


transports cleaning equipment to patient 
just mope patient's r 

prer dustin pon nd ent 
prepares dusting sponge and enters roor 


E 
dusts window sille 
dusts chaire 

dusts doors 

dusts dresser 
dusts beds 

4 


Juste bedside stands 


prepares mop and wet r 


we Required, Minutes 


Time Required, Hours 





During 


leveloping 
} 


irc time study snoul 


issist in determining whether 


posed cleaning procedure results 
timesaving. The cleaning procedurt 


Above: Exhibit A shows flow process 
chart of the present method of clean 
ing a two-bed room. Below: Exhibit B 


summarizes a time study resulting from 


development of cleaning procedures. 
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WORK LOAD REQUIREMENTS 
[he third step in esta 


SCKCC ping 


ung work loa 


fetermine the 


jar 


lare cleanliness estab 


each area in the hospital 


ised as the basis for estab 


ishing the frequency of performing 
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( 
be performe 


cleaning the patient 


service and office areas. Others 


be performed oftener, such as 


aintenance of public waiting and 


estroon 


areas of the hospital 


night staff, when the 


rk will justify a full-time 


ofte! proves s iccessful, since 


it permits complete utilization of the 


cleaning staff without interruption 
as all of the 
service areas of the hospital are va 
cated during this period 


The 


main 


luring the entire shift 


laundry, dietary 


lobby 


areas where the use of a night cleaning 


department, 


and service corridors are 


staff is advantageous. Night cleaning 
of the laundry and dietary departments 
pe rmits 


work 


flown 


housekeeping employes to 


after these areas have cooled 
thus improving working con 
ditions. We are now cleaning certain 
of these areas at night, but we have 
not been able to accomplish this in all 


the areas 


WOrKINY 
in increased productivity 
is desirable to perform as 


§ the cleaning work load in 


hospital d 


shift 


load wall justify 


iring the afternoon or 


as possible provided the 
a full-time staft 
ults in improved uult 


cleaning personnel and 


im 
proved working conditions 


Hav ing 


icaning proce 


ietermined the andard 
jure, including the tools 
j 


ind to be used, the standard 


to perform the assign 
frequency with hich 
ild be pertormed 

ay it should be per 


4 } 


now letermine the 


leaning personnel re 
cleaning catevory 
presents a sam pie 
personne! requirements 
areas located on 
Clinic 
Exhibit D 


requirements 


Cleveland 
ination of 
cleaning 

are broken down 

cleaning 

cleaning patients 

throoms, and (3) cleaning public 
utility 


nursing stations 


root medication rooms, elevator 


bby telephone booths, conference 


other office and 


rooms, and 
reas. A 


the emptying of wastebaskets 


storage 
miscellaneous category, in 


changing oft 
also included 


Total 


lean 3th 


ind the mop water, 1s 


time in hours required t 
floor 


a total of 32.129 


third patient area 


Varies fron hours on 
Monday 

3.448 hours on Tuesday, Wednesday. 
1 This 


Saturday and 
time required is based upon the 


and Friday to a total of 


Thursday Sunday 


total 
leaning requirements for each of these 
favs. These 


cleaning requirements 


were in turn determined after we 


established a standard of cleanliness 


tor each of these areas 

Project work is also included in the 
over-all weekly schedule. It includes 
the washing of doors and wastebaskets 
4 total of 10.685 hours is provided 
the 
formance ot project cleaning work 

The 


D presents the total number of clean 


on Monday and Friday for per 


table at the bottom of Exhibit 
ing maids required per day to main 


tain the patient area on the third 


Hoor. The total number of cleaning 
maids required per week, based on 
10 hours per week, is also included 
In this instance, 4.65 cleaning maids 


1 5 cleaning maids, are required to 
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EXHIBIT C— STANDARD TIME DATA HOUSEKEEPING DEPARTMENT 
Minutes Work 
Area Operation per Unit Unit 


PATIENTS’ 1. Dust mop patient's room, 

ROOMS fill and empty dustpan 
a. Private room 1.00 100 sq. ff, 
b. 2 bed room 1.26 100 sq. ft. 
c. Ward 1.00 100 sq. ft, 
Damp dust with sponge 
a. Chair 0.38 each 
b. Dresser 0.60 each 
c. Bedside stand 0.40 each 
d. Bed 0.85 each 
e. Window sill 0.10 each 
f. Screen 0.45 each 
Damp mop patient's room 


M&F TW&Th&S 


WORKING 
a. Private room 2.75 ato 


b. 2 bed room 4.50 3.48 

c. 4 bed ward 4.18 3.42 

d. 6 bed ward 4.15 3.12 

e. 12 bed ward 2.85 2.85 

Transport equipment 

between patients’ rooms 0.58 
PATIENT AND . Clean wash basin and mirror. 2.92 
PUBLIC . Clean bath tub 3.42 
BATHROOMS . Clean shower stall and walls 5.00 

Clean bedpan rack and 

interior of storage cabinet 

including mirror 4.13 

Clean commode and seat 2.34 

Clean commode brush bowl 0.75 

Spot bathroom walls 1.49 

Clean urinal 

Transport equipment between 

patients’ bathrooms 0.27 


MISCELLANEOUS: 1. Change mop water 
NURSING (2 buckets) 8.32 change 
CORRIDOR . Collect wastepaper on 
nursing division (a.m.) . basket 
Collect wastepaper on 
nursing division (p.m.) basket 
Clean drinking fountain ’ each 
Dust wheel chairs ; each 
Dust lobby desk and contents each 
Dust lobby furniture and 
window sills ' lobby 
Dust venetian blinds 
(lobby size) each 
Change roller towel each 
1 to perform the work Wash wastebaskets (pick up, 
eS Sana eae ze wash, dry and deliver) each 
ee re ee . Wash door to patient's room 
' (wash, dry, including 
mechanical) 
12. Clean pediatric stainless steel 
sink 
CORRIDOR AND |. Apply stripping solution to floor 
ROOM FLOOR section for removing existing 
MAINTENANCE wax from floor with mop 0.0306 
Scrub floor section containing 
stripping solution with 19 inch 
scrubbing machine 0.044 
. Remove stripping solution from 
floor section with mop 0.045 
Wet mop stripped floor section 
with clear water 0.053 


S Ipplies require 


onnel 


consists 


ments outlined by the standard clea Exhibit C. On this and the next page is shown a summary of standard 
time data resulting from the development of standard cleaning proce- 
dures. These data may be used to determine the time required to per- 
form cleaning assignments in other areas where they are applicable. 


ing: proce 1 ires, CONSISTS ¢ 
each employe witl 
issignments This 
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EXHIBIT C—STANDARD TIME DATA HOUSEKEEPING DEPARTMENT 
(Continued From Page 70) 


Area 


CORRIDOR AND 5. 
ROOM FLOOR 
MAINTENANCE 


STAIRWAYS 
AND 
LANDINGS 


MECHANICAL 
SCRUBBING 
OPERATION*® 


Minutes 


Operation per Unit 


Wait for floor to dry after wet 
mopping 

Apply one thin coat of finish to 
floor section with 24 oz. mop. 
Apply additional coats of finish 
to floor section with 24 oz. mop 0.018 
Dust mop hospital corridor floor, 
using 48 inch dust mop 

Damp mop corridor floor 

Damp mop corridor floor, two 
times 0.027 
Wait for floor to dry after 
damp mopping 

Buff floor using 19 inch 
scrubbing machine 


0.0 169 


0.025 


0.00 17 
0.014 


0.007 


0.035 
0.010 
0.037 


Dust mop utility room floor 
Damp mop utility room floor 
Sweep kitchen floor area 
using 36 inch push broom 
Transport mop equipment 
Transport scrubbing machine 


0.0025 
0.012 
0.010 


Dust mop steps—49” long by 
11” deep by 8” high, using 
12” dust mop step 
Dust mop floor landing landing 
Dust mop auxiliary floor 
landing 

Dust portable fire extinguisher, 
permanent fire hose and wall 
cabinet , unit 
Wet mop stairs—-49” long by 

11” deep by 8” high step 
Wet mop stairs—42” long by 

10” deep by 8” high step 
Wet mop floor landing landing 
Wet mop auxiliary floor 
landing 

Prepare | bucket of water 
and add the required amount 
of detergent 

Change | bucket of water 
and add the regular amount 
of detergent 


landing 


landing 


bucket 


1 bucket 


100 sq. 
100 sq. 
100 sq. 
100 sq. 
100 sq. 


Main kitchen floor area 
Storeroom 

Hospital Ist floor 

Hospital 2d floor 

Hospital 7th floor 

Hospital floor lobbies (2d fl. 
through 7th fi.) 

Hospital main lobby (double 
scrub} 

Empty soiled tank, rinse with 
hose and clean exterior of 
machine 

Fill clean tank with water and 
add required detergent 
Connect electrically 
Disconnect electrically 
Transport finnell machine 


100 sq. 


100 sq. 


Empty soiled tank with bucket, 
refill with water and add 
required detergent.... 4.25 


*Floor scrubbing machine applies the cleaning material to floor, scrubs and picks up 


the water in one operation. 
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plished by the use of instruction cards 


which have been developed for each 
phase of work included in their assign- 
ment 

pre pared 


The instruction cards 


tre ¢ sequ 
cleaning procedure as dis 


ential breakdown of each 


follow 


Operation or procedu 


Area where operation 


Wha 
W he 
What 
How 
Afrer cl mploye is formally in 
ted in the details of the pro 
cedure, on-the-job training is provided 
by the supervisor to supplement the 


| 


formal training. Instruction cards may 


be retained by the employe as a 
permanent record of the required work 


assigned to him 


WORK SUPPLIES 
The fifth step of the cost control 
work 


plies. The selection of the proper 
equipment and supplies to be used in 


performing a cleaning procedure 1s 


Ogram concerns itself with 


most important if a hospital ist 
obtain effective utilization of its clean- 
ing personnel and equipment. The use 
of a supply item not suited for the 
particular cleaning assignment may in 
crease the amount of work required, 
thus raising the cost of cleaning that 


rticular area 


Supery isors of the house keeping de 


partment must be constantly on the 
alert to uncover new cleaning materials 
and equipment that will best serve 
their cleaning needs. Study programs 
should be conducted periodically t 
determine whether the standard clean 


changed 


ing procedure should be 
whether a new piece of equipment 
should be adopted, or whether a new 
cleaning product should be substituted 
for the present product 

housekeeping 


greatly 


Evaluation of new 
supplies and equipment is 


7I 





EXHIBIT D—HOUSEKEEPING DEPARTMENT SCHEDULE OF simplified once an active cost contre 
PERSONNEL REQUIREMENTS—3d FLOOR program is in operation. When the 


factual information regarding the time 


Tues., Wed., 
Mon. & Fri.  Thurs., Sat. & Sun. 


required to perform a cleaning pre 
cedure and the frequency of perforn 


Unit Total Unit Total ing the procedure are readily available 
Standard Time Standard Time an analysis of new equipment or suf 
Operation Units Time (Hrs.) (Hrs.) Time (Hrs.) (Hrs.) t] 


plies may be ma le in the minimun 


amount of time to determine whether 


. CLEANING PATIENT ROOMS 
a. Private rooms (existing bldg.) 0.230 1.380 0.230 1.380 
(new bldg.) 0.268 0.536 0.204 0.408 may be based upon fact 

Semi-pri. rooms (existing bldg.) 5 0.322 3.220 2.70 2.700 Ipon Opinion 

(new bldg.) 0.340 6.460 0.238 4.520 A procedute including the ordering 
Three-bed rooms 0.395 0.790 0.317 0.634 | 

Four-bed rooms 0.488 1.952 0.371 1.484 “NS 
Six-bed rooms 0.567 0.567 0.450 0.450 Should be develope 
12 bed rooms 0.955 0.955 0.955 0.955 data regarding the u of supplies 
should be determined, based upon 


15.860 12.531 


yperating ex perience in quantities 


it should be adopted This 


stocking of cleaning supplies 


} 


Cons Imption 


. CLEANING PATIENT BATHROOMS 

a. Basin, commode and tub 1.640 1.067 ; 

b. Basin and commode 37 ? 7.920 4.400 procedures. The data will serve as a 

c. Basin 3 0.098 0.098 guide for letermining — the proper 

quantity of each cleaning supply that 
9.658 5.565 should be Carric in stock | 
. AUXILIARY AREAS the reorder level foi 
. Patient baths, tubs 0.485 0.485 
Patient showers 0.648 0.648 Consumption of cI 
Personnel bathrooms 0.363 0.363 may be based on squat 
Public bathrooms 0.121 0.121 he isekeeping SUPEFVISOr 
Bedpan room 0.223 0.223 
Janitor's closet 0.150 5 0.150 
Nursing stations 0.090 0.090 
Utility rooms 0.102 0.102 rate Of usage may serve as a clue 
Medication rooms 0.090 0.090 t t that a standard cleaning pr 
Elevator lobby (west) 0.058 . 0.058 dure is not being followed 
Telephones (lobby) 0.050 0.050 
Conference room 0.280 0.110 
. Linen room 0.075 0.075 WORK INTEREST 

Supervisor's office 0.180 . 0.070 The last phase to be considered 11 
Wheel chairs 0.056 0.056 the establishment of a cost contr 


Water coolers 0.063 0.021 program is work 


established by the standa cleaning 


} 
Ca 


wn 


readily detect excessive isaye 


item. Detection of an abnormally hig! 


Wm a a ae WNW DY — — WwW 


interest. The work 

3.034 2712 interest among employes performin 
MISCELLANEOUS cleaning assignments improves when 
a. Emptying wastebaskets 2 1.680 0.840 1.680 the method of performing a cleaning 


b. Change mop water 1.380 0.138 0.690 assignment has been standardized, th 
c. Clean hospital floor lobby 0.517 0.270 0.270 


employe has received instruction and 


3.577 2640 training in the work procedure, the 


employe has received the required 
| 


TOTAL TIME 32.129 23.448 equipment and supplies to carry out 

the cleaning assignment, and ample 
PROJECT WORK storage space has been provided for 
a. Washing doors and mechanisms 62/wk 0.123 7.630 the employe to store his equipment 


b. Wash wastebaskets 45/wk 0.068 3.055 ] 
and supplies 


10.685* Work interest also may be increased 

by establishing an incentive pay systen 

TOTAL TIME INCL. PROJECT WORK 32.129 based on the production standards 
developed in the cost control progran 
We have not done this at our hospital 


The personnel requirement for the 3d floor of the hospital is as follows 


: . The incentive pay system provides 
Maids required per day I I ‘ 


Total maids required / week means of compensating an employe 
Floor Sun. Mon. Tue. Wed. Thurs. Fri. Sat. (Based on 40 hours/week) for the work he performs above that 
: required by the standard cleaning pro 

3d 2 4 34 34 34 4 3 4.65 or 5 selce: Sis wan ab a ae ae 
*This work to be completed on Tuesday, Wednesday and Thursday of each week on an equal use incentive pay methods, the pri 
basis per week, or 3.56 hours per day duction standards can be used to give 
merit pay raises to those employes wh« 


Exhibit D. Sample schedule of personnel requirements for cleaning patient earn them and also to show those who 
areas located on the third floor of Cleveland Clinic Hospital. Cleaning is do not deserve a raise exactly why 
broken down into (1) patients’ rooms; (2) patients’ bathrooms; (3) public areas. they do not 
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Why Can't People Be Like Machines? 


Machines are beautiful and shiny and when they don’t do 
their jobs right a little tinkering will set them straight. 

But people! They’re careless and rude and independent—and 
they talk back. You can’t straighten them out by turning 


dials. No wonder sensible administrators prefer machinery 


RUSSELL DRUMM 


“Dear Mr. Superintendent, 

I just got out of your hospital and 
I'm feeling fine except for one thing, 
my teeth. Not because they hurt me, 
because they are lost. I had a upper 
plate when I went in and they got lost 
when I went to get my operation. I 


been eaung soup now ever since and 


functional 


isioned the long, 
gleaming metal cab 
| On 


harcotlics. le it's actl) ( he } Joe Fenton th 
, 


that scienc rad ain Cs ; as having coffee 


il orderly rows. al eC RNCW Thal Even as she pushed 


| th 7 re , L,}. sf ? 
autoclaves wer meta if ile) r. Joe was probably having 


vents that glistened in sterile fhe th that lab technician who had 
vT ndeur Those conductive terrazzo } / hat What could loc sce in 
floors in the O.R.’s had been installed 

it a nerve-twitching cost, not to men h se pus he litter to 


hopefully, there tion the endless tray conveyors and 6 sh nembered Dr. Joe 


snarling and vutomatic bedpan w ishers. His mind f F r. Forster's teeth. Later 


boggled at the wondrous amalgamation jurse removed the 


science, art, money and 


patient s 


migraine tures, Wadaded the m Nn gauze for 
] ' ' | ] th ‘ ) | ] fection nad pla 1] them on a nea 
itistiec th | POSSIDIE 11 meaica GeCcti 7 UNG Pucca The 27 a 70CU 


isms, however mansion \layo They were NCE seen again, 


} 1:1 . 7 ’ > , , , +h , , 
evitimacyv about And yet, former patients like these W'ads of gauze are quickly thrown oui 


Administrator Jon letter writers (What were their names when the surgery is done. 


e should invest again?—Forster, Fanfanari, Bielski and Old Mr. Forster had a devil of a 
’ ( ohn ) were not satishe d The \ had lime u ith food during the remainde 
Drumm is administrator, Nyack Hos ; i ‘ 
Nyack, N.Y ‘omplaints of his hospital stay. He got real mad 
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red nats 
The 


on the 


office the 
the stilled ke VS. 
tuned in 
Bielskr, 


) 
Oo} the 


softly but 
who had 
} 


hospital 


} 


“Dear Mr. Jones: 

As a member of the hospital’s aux 
iliary and long active in its affairs, I 
have frequently bragged about our in- 
stitution to all who would listen. Now, 
after a short hospital stay, however, 
I'll not be so willing to brag. During 
my recent hospitalization I was _ re- 
peatedly served cold food, meal after 
meal. My complaints did no good. I 
know there is probably some plausible 


reason for this, but nevertheless 


WHY MR. JONES WAS TIRED 
Jones was tired. It 


, 
dust on every- 
the 


tte in 


towels, and maids 


dirty 


thing, 
gossiping and sneaking a smoke on the 


wwning in 


fire tower.” This was the cre 


fortunat 

to alleviate her 
warm water, 
very 15 min 

continuing larger doses until 


eliel u noted. It “or he d every time, 
certain 
which 
two 


It was 


SCONCE 


thous h idmittedt, there wa 


} 
t iter the treatment, 
Aung over for a day or 

l, bh +f , , j 
which time she rested 
, 


nost recent convale 


“Dear Sir: thal b / thle to nspect many 


rooms. It was also auring this 


that the 


It was bad enough to have to pay a 
whopping hospital bill when I couldn’t = /atest siege 
really afford it, but when your cashier have 
treated me like a worthless bum, I got 
In my business—” 


maid who was to 
Mrs. Cohen's had a 
couple of carefree days. Got her feet 
rested up Peaceful.) 


done room 


mad. too. 


David admunistrator, 
crumpled the last letter 
to the floor. 


the SC 


Jone Ss ho pit il 


and threw it 


forcetully There was no 
letters indi 


Thes« 


doubt about it, four 


reason tor great concern 


HE'D LOOK INTO THIS 
But e1 t 


etter about 


Abe ul 


levator, hea 
that he 
smoothly 


W h it 


notion. 


he machine for 
he had 
d Starting it a few times. 


was something a man could de 
And over 
dishw isher 


Mr. Jones left the 


conveyor and headed toward the steamy 


pend upon there was the 


automat That was quite 


} 


1 gadget, tray 


too. 


area around the dishwasher. He'd never 
operated this one. Maybe he'd give it 


a try 
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ABOUT PEOPLE 





Administrators 
Sheridan C. Snider, 


orrest A. Brower 


T. Truxton 


Hare Jr. ha 


ted president ot Pennsy| 


mia Hos 
Iphi ling V.Adn 


i \ Cea 
who 


pita Ph i pn 1cK 
Robert M. Grifhin, U.S.N. 
ntly fr ed from \ participa 
1 Mr 


super 


i« 


(Ret ® 


s 


Dey 


Lise 


ment Mr 
the ¢ 


governmen 


director 


Be 


Donald E. Gilbert, assistant 
Hospital, Rochester, 
been named administrator ot 


Hospital, Mass., 
succeeding Wesley D. Sprague, whos« 


Crenesee 


Brockton Brockton, 


appointment as associate director of 


New England 
innounced in the 


Mopern Hospitat 


Deaconess Hospital, Bos 


ton, was October 1s 


sue of The 


Albert W. Jones, assistant adminis- 
trator of Ball Memorial Hospital, Mun 
cie, Ind., has become administrator of 
Bethesda Hospital, Zanesville, Ohio. 


Vol. 89, No. 5, November 1957 


Edward W. Gil- 
gan, director of 
Hurley Hospital, 


int, Mich., has 


Edward W 


yperate 12 hospitals in Hin 


Michigan and South 


ippomtment is effective 
Prior to uming his 


n April 1954, Mr 


uperintendent of 


Hospital, Ottawa, Il] 
William A. Clermont, administrative 
Waterbury Hospital, Wa 


has been ippoint 1 ad 
trator of Alice Hyde Memorial 
Malone, N.Y. He is a grad 


spital administration 


tant at 


ry, Conn., 


University 


Fred K. Fish, director of Lutheran 
Hospital, N.Y., has 
named executive director of New 

Medical School 
York 


been 
York 
Hospi 


, 1.1 
Brooklyn, 


ind 


Roy C. House has been named ad 
ministrator ot Wesley Hospital ind 
Nurse Training School, Wichita, Kan., 
Rev. 


appointment as administrator of 


succeeding Armour H. Evans, 
whose 


Methodist Hospital, Pikeville, Ky., 


er tober 


was 
issue of The 
Mr. House has been 
Hos 


years. He 


reported in the 
Mopern Hospirat 
administrator of Marion General 
pital, Marion, Ind., for tour 
is a gr iduate of Northwestern Univer 
sity’s hospital administration course and 
the 


Hospital Administrators. 


i fellow of American College of 


William C. Lightburn has succeeded 
Charles M. Edwards as assistant admin 
istrator of Lincoln General Hospital, 
In, Neb. Mr. 


position as 


Linco Edwards has a 
cepted a administrator of 
Sedalia Memorial Hospital, Sedalia, Mo. 
Mr. Lightburn recently completed his 
residency at Asbury Methodist Hospi 


tal, Minneapolis. 


Lois J. Naughten, R.N., has been ap 


pointed superintendent of Silverton 
General Hospital, Silverton, Ore. Miss 
Naughten, a graduate of the University 
of Oregon School of Nursing, has been 
associated with Oregon State Hospital, 


Salem. 


idministra 


L. S. Hartford, assistant 
University of Texas Hospitals, 
Galveston, has been appointed adminis 
Newton Memorial Hospital, 

N.] Mr Harttord ilso has 
inistrator of Henry County 

yspital, Mount Plea 


Columbi: 


sant, 


Stephen L. Bar- 
rett h | 


Con! succeedin 


Ward E. Edwards, Stephen L. Barrett 


issistant admin 

Deaconess Hospi 

Minneapolis, was reported in the 
Mopern Hosprrat 


Barrett is a graduate of the Uni 


October issue of The 
Mr. 
versity of Minnesota’s hospital admin 


istration pro 


gram 


Steve F. 
is idministrative director 
Hos} ital, Coral Gables, . 

Lansmaete : | ) 
administrative director of Baptst 


Hospitals of Miami, Fla. Mr. McCrim 


will be 


McCrimmon has resigned 
Doctors 
Fla., to be 
come 
installed as 


mon president ot 


the Florida \ssociation on 


November 21 


Hospital 


James McKelvey Jr. was recently ap 
pointed administrator of West Orange 
Memorial Winter 
Fla. P Was associated with 


Blue 


Hospital, Garden, 
rev iously he 
Shield of 


Cross-Blue Florida, Inc. 


Clara M. 
business administrator of Murphy Medi 
Mrs. Steiner 

McDonald 


until the 


Steiner has resigned as 


cal Center, Warsaw. Ind 
] 


served as administrator ol 
Warsaw 
stitutions merged recently. June Schick 
at Murphy 


Medical Center. Before going to War 


Hospital In two 1n 


will succeed Mrs. Steiner 
saw, Mrs. Steiner was administrator of 


Wells County Hospital, Bluffton, Ind. 


Garnett L. Radin, R.N., has been ap 
pointed assistant director of Shriners 
Hospital for Crippled Children, Lex 
ington, Ky. Mrs. Radin recently com 
pleted her administrative residency at 
Jackson Hospital, Miami, 


Fla. She is a graduate of Northwestern 


Memorial 


University’s program in hospital ad- 
ministration. 
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Staphylococcal Infections Transmitted by 
Hospital Personnel, Investigators Report 


Infected 


N.] 


mayor 


ATLANTIC CITY, 


personnel play a role in trans 
mission of staphylococci in hospitals 
1 group of investigators from Temple 
University Hospital School _ of 
Medicine, Philadelphia, reported at the 


the 


and 


annual Clinical Congress of 
American College 


month 


$5d 
of Surgeons here last 
acknowledged 


However, the group 


information about the 


spread of 


nost 


; 
these infections is still 


We 


staphylococcus is transn 


ler 
spec lative 


still do not really know how 


itted to a 


patient, what role the healthy nasal 


carrier plays in dissemination, of 


whether an organism in an air-borne 


iroplet has the same virulence as an 


organism in a draining abscess,” sai 


Dr. Kenneth M. Schreck, reporting for 


th D 


we Prout 


323 CASES REPORTED 


In the year-long Temple 


Hospital 


{ staphy 


study, 323 patients develope 
lococcal infections in the hospital the 
report said. Of this number 
postoperative infections 


taneous infections not 


had 


bre ast 


gery. Forty-five newborn infants 


infections or 


had 


cutaneous 


and 48 


either 


ibscesses mothers breast 


absce sses follow inv de live ry 


Examination of nasal cultures 


showed 265 of 640 hospital employes 
were staphylococcus carriers, but only 


ll of 


organism 


these were carrying the type of 


causing most of the infec 


c10ns 
Nevertheless, hospital personnel had 
an “unusual number” of cutaneous in 


fections, the investigators found 


Hospital personnel frequently treat 
themselves and remain on duty; there 
fore, these infections have to be sought 
year 


out, 


the report said. “During the 
99 of our personnel had a total of 
137 known staphylococcal infections 
65 per cent of which were on the up 
or face, the areas most 


per extremity 


accessible to the patient 

Following completion of the study 
the hospital was successful in bring 
ing about a reduction in the incidence 
of infection to an “acceptable” level 
it was re ported, by use of these meas 
ures 

l Reemphasis on asepti 
technic; scrub technic was changed t 
a 10 minute scrub with soap and water 
followed by a 70 per cent alcohol dip 


Patient's skin at the operative site was 


surgical 


76 


prepared with soap and water scrub 


followed by ether rinse, followed by 


70 per cent alcohol rinse 


) 


Penicillin solution was instilled 


in surgical wounds at the time of 


closure 
3. Patients with staphylococcal in 


ftections were isolated as far as poss! 


ble: their linen was handled as con 


taminated linen. Infections were treat 


ed conservatively with incision and 


lrainage. Antibiotics were reserved for 


those who were extremely ill; use of 


antibiotics in the 
} j 


aiscourayged 


prophylactic post 


Operative period was 


4. Personnel with active infection 


were removed from duty, treated and 


ll drain 


{1 co duty unril a 


} 


not returne 


had 


iv 


ste ppc ( 
Me asures 


prove general housekeeping proce: 


were instituted 


lu 
throughout the hospital 
Healthy nasal 


1 1 
personne! 


Carricrs among hos 


pital were not removed fron 


luty, the report said 


Injury is no respecter of the care 


fully drawn lines between the various 


medical and surgical specialties, and 


ccident victims suffer because there 


thing as a specialist in 


and coordination 


IS no such 
among. the 
Dr 
McLaughlin, professor of 
Uni 
versity 's College of Physicians and Sur 


New York City, told 


trauma 
specialties has been inadequate, 
Harrison | 
orthopedic surgery at Columbia 


geons, the con 


gress 

To improve the care of injured pa 
tients, Dr. McLaughlin recommended 
|. Better coordination of the teach 
ing of trauma in medical schools. The 
subject is now divided among several 
divisions in the department of surgery 
it was pointed out 

Elimination of “small cold wars 

between surgical specialties in con 
nection with care of various kinds 
of trauma 

3. Broad postgraduate training for 
surgeons in all aspects of trauma 

i. Improved training of general 
surgeons and all surgical specialists in 
fundamentals of trauma 

5. Establishment of separate trauma 
services in hospitals, with support by 
of the staff 
de partments 


Pointing 


members in all surgical 


that the results of 
trauma to fill 
surgical beds than any other condition, 
excepting cancer, Dr. McLaughlin said 


nevertheless, ‘standards for treat 


out 


continue more civilian 


that 


ment Of trauma remain at a level low- 


er than tn any other branch of sur 


Lcry 
Coordination — of 


trauma SCTVICC 


must be carried into hospital staff 


McLaughlin 


ward or 


organization, Dr stated 


The 


receiving 


era of an emergency 


room, staffed by a junior 


drawing to a close he 


dith« ile to 


resident, 1s 


said It would be OVCI 
estrmate the value to any hospital of 
for 


backed by a competent 


a service the care of trauma, 


Staff and super 


vised by mature residents from every 


surgical department. Such services as 
presently exist have proved their worth 
and they 


in values which are obvious, 


will serve admirably as models for the 


future 


iT COSTS 
Bethle 
presi lent of 


said Im an address 


TELL PATIENTS WHAT 
Dr. William | 


newly 


Estes Ir ot 


1 
hem, Pa., clected 


the College that 


surgical patients should know how 


much their operations are going t 


COSTS 


cost, and a frank discussion of 


insurance and other financial details 


with the patient or a member of his 


family is the surgeon's responsibility 
Better 


as well as 


listribution of surgical skills 
improvement of surgical 
obliga 


| stes said 


and technics, is the 
Dr 
for 


organized an 


knowledge 
rion of the 
A reat 


exists in 


profession 


Opportunity young surf 


well { 


CONS 
splendidly equipped community hos 
pitals ne pointed out 
WwW 


bringing 


1 for 


sep 


recognize the nee 


and 


must 
to outlying rural 
advances 1n 


science as they are produced 


ments of the country the 
and deliberately encourage 


not simply the creation of surgical 
competency, but an increasingly better 
distribution of this essential commod 
ity 

W idespread establishment of rural 
has helped 
promote opportunities for well trained 
Dr The 


trend of young surgeons toward subur 


clinics for group practice 


surgeons Estes reported 
ban sections of our centers of popula 
tion could well be duplicated in less 
densely populated areas of the coun 
try,” he said 


To assist in this movement, he ex 
plained, the College was listing areas 
or communities throughout the coun 
try that have been recorded as desir- 
ing a well trained surgeon or surgical 
specialist, and making this informa 
tion available to qualified surgeons 
just beginning practice or wishing to 
change location 
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PROTOTYPE STUDY: 
PROPRIETARY HOSPITALS 


Beginning a new series of ‘prototype studies” 
of proprietary short-term general hospitals with 


up-to-date information on principal departments 


LOUIS BLOCK, Dr. P.H. 


Chief, Research Grants Branch 
Division of Hospital and Medical Facilities 


Public Health Service Washington D.C 


HE status of proprietary short-term general hospitals in this 

country has !yag been considered as one of relatively dimin 
ishing importance. Despite this, today they still represent 15 
per cent of all hospitals in the United States and 20 per cent 
ot all general short-term hospitals. However, the proprietary 
hospital represents only 2.3 per cent of all beds and 6.5 per cent 
ot all beds in general short-term hospitals. There are more than 
1000 proprietary short-term general hospitals in the United 


States and its territories 
This factual summary of the status of this particular control 


group of hospitals presents information relating to its facilities, 
their use, finances and personnel. In addition, facts concerning 
their distribution by type of service and other specific relation- 
ships are shown. 

It was recognized that there was a need for the develop- 
ment of prototype studies of this hospital group in order to 
provide a guide for comparison and self-evaluation similar to 
those prepared for the nonprofit short-term general hospital 
which have appeared in The MODERN HospPiTAL. In order to 
meet the requirements for such an evaluation tool, prototype 
studies have been developed for the proprietary general hos- 
pitals of 15, 25, SO, 75, 100, 125 and 150 beds. The proto- 
type study of the 25 bed hospital begins on page 78. Studies 
of hospitals of other sizes will be published in succeeding issues. 

In addition, comparisons of the nonprofit and proprietary 
hospital studies reveal areas of similarity and areas of differ- 
ences in the provision and utilization of services. Such a com- 


parison for the 25 bed hospital appears on pages 80 and 81. 


Vol. 89, No. §, November 1957 





OF ALL THE HOSPITALS in the United States, the proprietary short-term general 
hospitals represent the following percentages of the total in the listed categories: 


Per Cent of Hospitals 
14.7 
2.3 
1.6 
6.9 
7.9 
4.5 


Total hospitals 
Number of beds 
Daily adult census 
All admissions 

All bassinets 

Daily newborn census 


Per Cent of Hospitals 
All births 5.9 
Total assets 1.2 
Plant assets 1.2 
Total expenses 
Payroll expenses 
Total full-time personnel 


OF ALL THE SHORT-TERM GENERAL HOSPITALS in the United States, the proprietary short- 
term general hospitals represent the following percentages of the total in the listed categories: 


Per Cent of Hospitals 
19.5 
6.5 
3.3 
7.6 
8.3 
4.8 
6.2 


Total hospitals 
Number of beds 
Daily adult census 
Admissions 

Bassinets 

Daily newborn census 
Births 


Per Cent of Hospitals 
Total assets 2.1 
Plant assets 2.3 
Total expenses $.1 
Payroll expenses 4.3 
Full-time personnel 4.9 


44.6 per cent are 
»r 50 beds in size 


Of these proprietary short-term general hospitals 


under 25 beds in size, while 81.3 per cent are unde 


The proprietary short-term general hospitals in the United States account 
for the following percentages of all hospitals offering the services listed: 


Per Cent of Hospitals 
14.1 
9.8 
11.8 
13.5 
3.8 


Basal metabolism 

Blood banks 

Central sterile supply rooms 
Clinical laboratory 

Dental departments 
Electrocardiograph service 13.8 
Electroencephalograph service 3.6 
Hospital auxiliary 1.2 
Medical records department 11.7 
Medical staff library 8.5 
Obstetrical delivery room 16.3 
Occupational therapy department 2.9 
Operating rooms 14.9 


Per Ceni 
Pharmacy 7.1 
Physical therapy department 8.5 
Postoperative recovery room 5.9 
Premature nursery 10.0 
Radioactive isotope therapy department 3.4 
Social service department 0.8 
X-ray diagnostic service 14.1 
Routine chest x-ray on admission 7.7 
X-ray therapeutic service 6.5 
Accredited by Joint Commission 3.8 


of Hospitals 


Of all proprietary short-term general hospitals, 12.1 


per cent were 


accredited by the Joint Commission on Accreditation of Hospitals 


CLASSIFICATION OF PROPRIETARY HOSPITALS IN THE UNITED STATES 


0% 25% 


50% 75% 





GENERAL HOSPITALS 
PSYCHIATRIC HOSPITALS 
TUBERCULOSIS HOSPITALS 


OTHER HOSPITALS 


76.1 








PROTOTYPE STUDY: 


25 BED PROPRIETARY HOSPITAL 


rhe prototype study by Dr. Block of the proprietary parable studies have been made, each article will be ac- 


short-term general hospital starts with this article on the 
Succeeding articles will take up pro- 


companied by a comparison between the nonprofit and 


25 bed hospital. the proprietary short-term general hospital in the same 


prietary hospitals of other bed capacities. Where com- _ size range. 


BED DISTRIBUTION 


In most of these hospitals there is no specific 
bed assignment for special patient groups. Where 
more than 50 per cent of the hospitals within this 


size group make such an assignment, they are con- 
sidered as having specific bed assignments for 
purposes of this study. Where bed assignments 
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occur in less than half of these hospitals, they 
are considered as unassigned. The following tab- 
ulation shows the assigned or unassigned service 


Medical-surgical patient beds 
a. Frequency of occurrence. No hospitals 
b. Average number of beds 
assigned None 
Obstetrical patient beds 
a. Frequency of occurrence Almost 1 in 2 hospitals 
b. Average number of beds 
assigned 6 
Pediatric patient beds 
a. Frequency of occurrence 1 in 4 hospitals 


UTILIZATION 

An analysis of the kind, type and number of 
patients admitted to and using the 25 bed pro- 
prictary general hospital annually shows 900 to 
950 admissions, 36 to 38 admissions per bed, 170 
live births, 5000 patient days of care, and 900 


newborn infant days of care 


SERVICES 

Where services are provided in more than half 
of these hospitals they are considered as being 
wailable in terms of this study. Services that 
might be provided but which are found to occur 


in less than 50 per cent of these facilities are con 


Frequencies of Hospitals Offering Per Cent of Hospitals 


Clinical laboratory 88 
Basal metabolism apparatus 83 
Electrocardiograph 83 
Central sterile supply recom 60 
Blood bank 32 
Electroencephalograph 2 
Dental department 8 
Hospital auxiliary 4 


Medical records department 66 
94 


86 
33 
26 
24 


Operating rooms 

Obstetrical delivery rooms 
Medical staff library 
Pharmacy 

Physical therapy department 


groupings, the frequency with which they occur, 
and the average number of beds that are assigned 


to them: 


b. Average number of beds 
assigned 3 
Isolation or contagious patient beds 
a. Frequency of occurrence 1 in 10 hospitals 
b. Average number of beds 
assigned 2 
Psychiatric patient beds 
a. Frequency of occurrence _1 in 100 hospitals 
Tuberculosis patient beds 
a. Frequency of occurrence _1 in 100 hospitals 


The adult daily census in the 25 bed proprietary 
general hospital is 14, while the daily newborn 
census 1s 2.5. 

rhe percentage of adult occupancy, therefore, is 
55 and the average length of stay for patients is 


5.0 days 


sidered as unavailable. Certain of these services 
may be provided through arrangements with other 
hospitals and sources. Such arrangements, however, 
are not reflected in the frequencies shown in the 


following tabulation: 


Per Cent of Hospitals 


Postoperative recovery room 12 
Occupational therapy department 4 
X-ray diagnosis 93 
X-ray therapy 10 
Premature nursery 25 
Radioactive isotope therapy department 2 
Routine chest x-ray on admission 22 
Social service department 2 
Outpatient department 47 
Patients’ library 16 
Cancer clinic 2 
Rehabilitation department rs) 
Children’s educational program 3 
Mental hygiene clinic 0 





PERSONNEL ———— eee cesnanineensaes 


The number of full-time personnel employed 
by the prototype 25 bed proprietary short-term 


general hospital is 24. The number of full-time 


personnel per 100 patients is 171, with the num- 
ber of full-time employes per bed 0.96, and the 
number of full-time employes per occupied bed 1.7. 


PERCENTAGE OF 25 BED HOSPITALS HAVING THE FOLLOWING PERSONNEL 


100% 72% 7% 44% 41% 32% 68% 
| 


PRACTICAL NURSES WARD MED 
NURS) ORPE 
URSING “Nursing ATTEMOANTS ing maps RLIES ecu. 
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12% 36% 24% 35% 1% 


a 
LU 


MED. REC. OTHER MERSOC. OCCU. PHYS. 
PHARMACIST pearian mep.rec.CETITAN Wormer THER. ‘THER. 
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Only one hospital in 25 has an organized aux- 
iliary. For those having an organized auxiliary 
the average membership is 28 while the average 
number of auxiliary members working in the 


hospital is 12 to 13. The number of persons other 


than hospital auxiliary contributing voluntary serv- 


ice in the hospital ts 5. 


the nurses would be available for private duty 
The average number of other nursing personne! 
at the prototype hospital having other nursing per- 
sonnel is: practical nurses, 6; attendants, 2; nurse's 
aides, 5-6; ward maids, 2; orderlies, 2 

Where they are employed at all (see chart on 


page 79), the hospital has one each of the fol 


The prototype proprietary 25 bed hospital em lowing full-time employes: pharmacist, medical 


ploys one graduate nurse as a nursing adminis records clerk, dietitian and medical social worker 


trator, one as a supervisor or one as a head nurse In the hospital having a medical technologist, 
The graduate nurse staff totals seven persons. x-ray technician, medical record librarian, occu 


Three general duty full-time murses are em- pational therapist, and physical therapist, these 


ployed in the hospital, making up 44 per cent employes would be trained on the job, since the 


of the graduate staff. Only one general duty part hospitals did not report a significant number of pro 


time nurse is employed None or less than one of fessionally trained employes in these classifications 


OPERATING ROOMS 


Che prototype hospital has two operating rooms, one major and one minor operating room 


COMPARISON OF 25 BED PROPRIETARY GENERAL HOSPITAL 
T 


BED DISTRIBUTION 


UTILIZATION 


MEDICAL STAFF 


SERVICES 


FINANCIAL 


NURSERY 


ADMINISTRATOR 


PERSONNEL 
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ADMITTING 


Admitting records are duplicated by a_ type 
writer in 43 per cent of the hospitals studied, 
by a mimeograph in 1 per cent, and by hand in 


19 per cent. None of the 25 bed hospitals uses 


Per Cent of Hospital: 
17 

50 

74 

46 

4 

14 

67 


Alcoholic 
Cancer 
Cardiac 
Dermatologic 
Drug addiction 
Epileptic 
Gynecologic 
Isolation (contagion) 13 
Medical 94 
Mentally deficient 3 
Neurologic 21 
Obstetric 87 
Ophthalmic 32 
Orthopedic 66 


WITH THE 25 BED NONPROFIT 


OPERATING ROOMS 


LABORATORIES 


RADIOLOGY 


PHARMACY 


OUTPATIENT DEPARTMENT 


MEDICAL RECORDS 


DEATHS AND AUTOPSIES 


ADMITTING 


5. November 


the liquid and gelatin or plate imprint methods. 
Ihe following percentage of the 25 bed pro- 
prietary hospitals routinely treat patients with the 


indicated diagnosis: 


Otorhinolaryngologic 
Poliomyelitis 
Psychiatric 

Surgical 

Tuberculosis 
Urologic 

Venereal disease 
Acutely ill 
Chronically ill 
Convalescent and rest 
Geriatric 

Industrial 

Pediatric 


Per Cent of Hospitals 
34 
5 
5 
90 
3 
56 
19 
98 
71 
16 
31 
62 
79 


GENERAL HOSPITAL 


ACCOUNTING 


PURCHASING 


PUBLIC RELATIONS 


DIETARY 


LAUNDRY 


SAFETY 


RELIGIOUS 
l 


AMBULANCE 











—FINANCIAL a 
| Total assets $107,500 Patient income per patient day 
| Total assets per bed $4,300 Per cent patient income of total income 
Plant assets $90,000 = Total annual expenses 
Plant assets per bed $3,600 Total expenses per patient day 
Per cent plant assets of total assets 84% Annual payroll expenses 
Total annual income $120,000 Payroll expense per patient day 
Total income per patient day $24 Per cent payroll of total expenses 
Annual patient income $110,000 














Depreciation is calculated in 86 per cent of the formal budgets and 24 per cent use the American 
hospitals, the depreciation being funded in 18 per 
cent. Ten per cent of the hospitals operate under 


Hospital Association chart of accounts. 





MEDICAL STAFF iia aaanaintniniraainail 


Per Cent of Hospitals Per Cent of Hospitals 


82 Credentials committee of staff 10 
Chiefs of services 33 Tissue committee of staff 6 
Written staff regulations 49 Education committee of staff 2 
Regular staff meetings 52 Pharmacy committee of staff 3 
Standing staff committees 22 Dietary committee of staff 7 
Executive staff committee 23 Nursing committee of staff 13 
Medical record committee 16 Psychiatrist on staff 17 


Frequency of Hospitals Having 
Chief of staff 


In those hospitals having psychiatrists on the received accreditation by the Joint Commission on 


staff, 25 per cent treat only inpatients. Accreditation of Hospitals. 
Surgical restrictions are placed on the staff by The number of staff physician appointments 
53 per cent of the hospitals. Nonstaff members averaged 13, including: active staff, 6-7; asso- 


ciate staff, 1; courtesy staff, 3; consultant staff, 


are permitted to practice in 58 per cent of the 
hospitals. 2-3; honorary staff, 0. 

Che number of staff physician appointments per 
100 beds averaged 52, divided as follows: active 


> 


Examining rooms for ambulatory patients of 
medical staff are provided in 70 per cent of the 
hospitals; private physicians’ offices in or on hos- staff, 26; associate staff, 4; courtesy staff, 12; con- 


pital grounds are provided in 47 per cent; x-ray sultant staff, 9; honorary staff, 1. 


facilities are available for private ambulatory pa- 
tients of staff in 88 per cent, and laboratory serv- 
ices are available to private ambulatory patients 
of staff in 85 per cent. 

Six per cent of the 25 bed hospitals studied had 


(Where 50 per cent or more of these hospitals 
had particular staff relationships or services it was 
considered as being the normal practice in this 
study. Where less than 50 per cent of these hos 


pitals had them, it was considered not available.) 





LABORATORY 


Frequency of Hospitals Having Per Cent of Hospitals 
Physician staff members specializing in pathology 23 

Full-time pathologist 3-4 
All tissue removed at surgery routinely examined 

by a pathologist 65 
Urinalysis on all admissions 79 
Blood count on all admissions 66 
Serological examinations for syphilis on all 

adult admissions 41 
Electrocardiograph on all admissions over 45 

years of age 4 


Per Cent of Hospitals 
Rh grouping on all pregnancy cases 51 
Preoperative blood grouping on all surgical cases 38 
Preoperative coagulation on all tonsillectomies 66 
Postoperative urinalysis on all surgical cases 50 
No tests without doctor’s orders 18 
Laboratory facilities available to private 
ambulatory patients of physicians 85 





RADIOLOGY 


Frequency of Hospitals Having Per Cent of Hospitals 
Physician staff members specializing in radiology 26 
a. Full time 7 
b. Part time 19 


Per Cent of Hospitals 
X-ray facilities available to private ambulatory 
patients of physicians 88 


Chest x-ray on admission 22 


(Continued on Page 84) 





LO WER YOUR COSTS... 
Serve Campbeli Quality Soups! 
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Campa Soups 


SAVE TIME 


Open—Heat—Serve 





ha mba Soups 
NSURE ACCURATE 
IRTION CONTROL 


No risk of making too 
much or too little 





9 6 ampbella Soups 
” SAVE MONEY 


Cost up to 25% less 
than premises-made soups 


Recent tests prove that you can save up to 25% when you use Campbell's instead of making your 
own soups. When you use Campbell's, you save time, money and work. You add all-important 
variety to your menu and you serve the most popular — the best-tasting soups — in America! 


Campbell ( Soup Company te diachee St, Ganihen %: Sow Sovney 
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DEATHS AND AUTOPSIES 

There are 19 deaths annually in the prototype 
hospital. These deaths make up 2 to 2.1 per cent 
of admissions. 

The number of annual autopsies performed in 


LAUNDRY 


One in 4 of the hospitals studied operates its 
“wn laundry and processes all soiled linen. In these 
hospitals, 1175 pounds of laundry are processed 
per week and 61,000 pounds per year, averaging 


12 pounds per patient day. 


ADMINISTRATOR 


There is a full-time assistant administrator in 
10 per cent of the 25 bed proprietary hospitals 
studied. Administrative responsibility is delegated 
to the night nursing supervisor in 67 per cent 


Frequency of Hospitals 
Where chief administrative officer 
is a physician 
Where chief administrative officer 
is a graduate nurse 
Where chief administrative officer 
is other than physician or a nurse 
Where chief administrative officer is a graduate 
of a college course in hospital administration 
Where chief administrative officer 
is a male 
Where chief administrative officer 
is a female 


SAFETY 

An organized safety committee is to be found 
in 28 per cent of the hospitals studied. Written 
fire emergency and evacuation plans are found in 
41 per cent of the hospitals, while regularly sched- 
uled fire drills are held in 21 per cent of the hos- 
pitals. A written plan for mobilization of em- 
ployes and medical staff is available at 18 per cent 


DIETARY 


Frequency of Hospitals With Per Cent of Hospitals 
Dietitians (full or part time) 35 
Central food service layout 97 
Decentralized food service layout 3 
Selective menus for all patients 38 
Selective menus for private patients only 5 


NURSERY 

The 25 bed proprietary hospital has six to seven 
bassinets. Thirteen per cent of these hospitals 
have special nurseries for premature infants, while 
64 per cent have infant incubators. In those hos- 


None of the prototype hospitals studied fur- 
nishes a chapel, and only 2 per cent furnish a 


meditation or prayer room. 


Continued 


the prototype hospital is 1 or 2, being 5 to 11 
per cent of the number of deaths. Six of the 
deaths, or 0.7 per cent of admissions, are released 


to legal authorities. 


For the hospitals which do not operate their 
own laundry, 785 pounds are processed per week, 
or a total of 41,000 pounds in a year, for an aver 


age of eight pounds per patient day 


of the hospitals, while an administrative staff mem 
ber is on duty during the night in 24 per cent 
of the hospitals. 




















of the hospitals studied. Fifteen per cent of thes¢ 
hospitals have integrated this written maobiliza 
tion plan into the master community plan. A rep- 
resentative of the hospital sits on the community's 
disaster planning committee in 40 per cent of the 


cases. 


Per Cent of Hospitals 
No selective menus 57 
Manual and centralized dishwashing 63 
Manual and decentralized dishwashing 3 
Mechanical and centralized dishwashing 33 
Mechanical and decentralized dishwashing 1 


pitals having them there are two infant incubators. 
Bead bracelets are used for identification in 67 
per cent of the hospitals; tape bracelets are used 


in 25 per cent. 


Twenty-six per cent of the hospitals have an 
organized visiting clergy staff and 45 per cent 
have a chaplain available on call or assignment. 
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PARLITE 


SOLUBLE VITAMINS 


HIGH POTENCY B COMPLEX+ 500 MG. VITAMIN ¢ 


No special diluent is required 
with Paruire. PARLITE is in- 
stantly soluble with standard 
parenteral solutions. Rubber- 
stoppered vial means no am- 
puls to break... fewer glass 
breakage hazards. For intramus- 
cular or intravenous adminis- 
tration. PARLITE costs no more 


than multiple-vial preparations, 


Each one-dose vial contains: 


Thiamine HC] (B,) 10 mg. 
Riboflavin (B,) 10 mg. 
Sodium Pantothenate — 10 mg. 
Niacinamide 150 mg. 
Pyridoxine HCI (B,) 5 meg. 
Vitamin B,, 25 megm. 
Ascorbie Acid 500 me. 


{vailable: 


Boxes: & | dose and 25 | dose 


U.S. Pat. OF. 


LEDERLE LABORATORIES DIVISION, AMERICAN CYANAMID COMPANY, PEARL RIVER. NEW YORK > 


Vo! 
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OUTPATIENT DEPARTMENT 


Annual number of outpatient visits 7600 Annual number of emergency visits 


A central purchasing department is to be found Of those which have central purchasing, a full- 


in 80 per cent of the 25 bed proprietary hospitals. time purchasing agent is employed in 15 per cent. 


PUBLIC RELATIONS 


Frequency of Hospitals Using or Cent of Hospitals 
Booklet for patients 10 
Booklet for employes 
Regularly published house organ 
Printed annual report 
Patient opinion poll 


Per Cent of Hospitals 


Personnel opinion poll 8 


7 Medical staff opinion poll 6 
1 Community opinion poll 0 
5 No polls 86 
8 


MEDICAL RECORDS 


Only one in 75 of the hospitals microfilms med- “Standard Nomenclature of Diseases and Opera- 


ical records. Three in 4 of the hospitals use the tions.”’ 


One in four of the 25 bed general proprietary has a full-time licensed pharmacist. Almost 1 in 
hospitals operates a pharmacy. Of these, 1 in 8 2 of the hospitals has a drug formulary. 


Ambulance service is provided in 95 per cent or publicly owned ambulances in 10 per cent of 
of the hospitals studied although only 2 per cent the cases, or private nonhospital ambulances in 


operate their own ambulances. The others use city 83 per cent of the cases. 


presenting the ‘ultimate’ in audiometric and clinical 
examination rooms... 


: the series “1200” 


By audiometric 


- examination rooms 


ONLY ROOM OF ITS KIND MADE TODAY! 


IAC Series “1200” Rooms are in wide use in speech 

and hearing clinics, medical research laboratories and 
heart clinics throughout the country. Psychogalvanometry, 
neurological research, all types of audiometric testing 
and research of heart sounds and auscultation are some of 
the many uses to which these rooms are adaptable. 

They are designed and engineered to provide the ultimate 
in performance and are available in four standard 

sizes or can be made in about any desired size to 

fit your requirements. 





For additional information send for Bulletin AT 32-1200. 
oe . formation is alse available on the “400” and “200” 
Room within a room! o I formation is also available o 400” and 
. ’ ‘ _ Series and on rooms for specialized applications. 


Inner Room floats on 
rubber in shear 


vibration isolators! f : ‘% Z . 
; an 6 \\ INDUSTRIAL ACOUSTICS 


Predetermined 


Attenuation Charac- > . 3 a COMPANY, INC. 


teristics create 
acceptable noise Specialists in Noise and Pulsation Control 


levels f r Sree : aha 
— we Og AS 341 hachoon Avenue * New York 54,N.Y. * CYpress 2-0180 


testing! 
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CLARIN FOLDING TABLET ARM CHAIRS 





EASILY CONVERT ANY ROOM INTO A MULTIPURPOSE AREA IN MINUTES 





WAITING ROOM 





CLAKIN Folding Tablet Arm Chairs help solve the problem of 
overcrowded hospitals! This exclusive, patented chair is actually 

Piel oF Timectole Me: Mola) aitoMelelame CoMottielttcc MM tiel-d (at uclesseM bl came slames el: 
pictured can be arranged for nurses training classes, staff conferences 
board meetings or to serve as a waiting or out patient room. The 

els) loa let eelaclaliletihm@ece steleelaci cm elcelaum autetel-mslat-selam i setae) 
the arm is folded alongside, the chair may be used for any normal 
ocherel-Maaeletiaasela mem Olelhue-Mealtettieltteelicele-l-4e Je): ae ee lagelae Mel mest 
CLARIN Tablet Arm Cl} air folds to a thickness of just 3 inches. 


OPENS WITH A FLICK—FOLDS FLAT IN THREE EASY STEPS 


1 pb ™_ i e 
| N i ; 
: . | } 
\ y \ | ! 
mY | i * 
\ "NN x } 
d 
4 Mi) 
1. Tablet arm lifts to 2. Tablet arm swings 3. Chair folds in normal way and 
right, making it easy to down permitting use as tablet arm swings over flat agains? 4 (eee ee ee 
y | 


get in or out of chair regular chair. it. Folds to 3 inches thick. 
Unequalled 10 YEAR GUARANTEE! 


ne 





QUALITY IS THE ONLY TRUE ECONOMY... AND QUALITY SETS NEW STANDARDS FOR SEATING 


AND PHARMACY 





A Peralta 


Hospital Study: 





Conducted by Robert F 


M.D 


Brown 


Reactions Following Use of Influenza Vaccine 


(Asian Strain) in Adults 


Reaction rates from the type of influenza vaccine currently 
produced and consisting of 200 CCA units of Asian strain 
per ml. are very low in adults and should not be a deterrent 
against the use of this vaccine for prevention of influenza. 
The majority of the reactions appear within five hours after 
inoculation. Reaction rates are ap proximately twice as high 


in the female as compared with the male. 


Prevention of 


anaphylaxis in adults due to egg allergy may be accom- 
plished for screening pur poses hy histor) of sensitivity to 
eves, chicken or chicken feathers. Intradermal skin testing 


may be reserved for those adult patients who present a 


questionable history of such allergy. 


JOSEPH F. SADUSK Jr., M.D., and GEORGE NESCHE, M.D. 


ECOGNIZING 


bility for serious outbreak 


influenza Francisco 
during th ull of 1957 


1 of Peralt: 


area 
1 Hos 


‘ mmit 
Wm 


pital on July | appointed a cor 
Nesche 


medical advisory boat 


tee consisting of Dr 
Dr. Joseph F. Sad 
Arthur 


ontinuou 


Georuc 


Tw ISS 


ithority to 


A 


ind direct an immunization 


: ; 
program against influenza if and when 


the time was appropriate. In view of 


the similarity existing between the 
j 


present rapid spread of influenza on a 


worldwide basis and the situation ex 


isting in 1918, the committee 
August 30, a preplanned pro 


Pe ralta 


effect, on 


yram for inoculation of all 

Reprinted by permission fron 
Me icine 
tchnouwledgement his 
1ot have been possible without the aid <¢ 
operation of Dr. Arthur 

Wood 
tal, Oakland, Calif., and 
and reports; Mrs 


T wiss George 
administrator of Peralta Hos 
his staff in pro 
sing forms Judy Collin 
lirector of nursing, in setting up and super 
stations, and Dr 
Oscar Powell 


screen- 


sing the inoculation 
ohn Brandon, William Leedy 
{1 Edgar Rosen in the egg-allergy 


ng 


put into 


9405 an 


parabl to ose scecn 


vaccine, annoying but not 


is. The local reaction consisted ot 


pain, swelling and redness at the site 


of inoculation; the systemic reaction 


was characterized by the presence of 


chilliness, gene ralized 


aching, nausea and vomiting 


W hile 


gested that methods of prod iction of 


tever, he idache 


some early reports sug 


the vaccine might | the important 


factor in leading ¢t high or low re¢ 
exhaustive study on 


action rates, an 


influenza vaccine reactions in 412 
vaccinated individuals by Sadusk, Bas 
1949 demon 


the frequency and severity 


sett and Meddaugh® in 
strated that 
of reactions were not related to the 
method of production but rather to the 


rotal virus content of the vaccine 


: 
inoculation with influenza vac 


id not predispose to a higher rate 
of reactions : the use of acetylsal 
acid of APC iccry 


phenacetin and 


icylic Isalicylic acid 


caffeine 


| 


not significantly reduce the reaction 


rate; (3) employes giving a history of 


hay fever or asthma showed no higher 


reaction rate than the remaiming indi 


viduals of the vaccinate and 


d xroup 


1) there was need for screening out 


egg-sensitive individuals. Finally, in 


the clerical group studied, the reaction 


rate was significantly higher in the 


group, 15 to 24 years old, than in 
; 


groups Of persons vears old or more 


where the reaction rate was constant 


This difference was particularly marked 
in the female population 

The influenza vaccines employed by 
Sadusk, Bassett and Meddaugh' 


con 
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IN 


uterine inertia primary and secondary 


third stage of labor 
postpartum hemorrhage due to uterine atony 


PITOCIN 


..Pitocin was considéred useful, clearly indicated, 
weil comparatively safe. Nearly” all the hospitals, 
medical schools dime Qbstetricians surveyed gave 
these indicatiogga@ ndmber ong Nee 
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100 CCA units 


and produced an absenteeism 


itely 


ipproxin 


approximately 2 per cent in 
in women, usually 


action 


METHODS 
Subjects and questionnaire forms, 
D ring tne St 1) period r¢ were 
Peralta Hospital, con 
ysicians, ad 
orderlies 
aintenance 


Was 


broa 1 
conhrm<¢ 
vidual 


for intradert 


was 

Was 

was no evidence 

physician 

which the 

inoculating nut 
One m 


Itanec 
containing 
LOOO 


aqucous epine phrine 


travenous 1S¢ Was ivailabl 

inoculating st 

Im case an 

ippear 
After the 


vaccine, he was given 


individ 


form (Fig. 1 Wi instructions 


return the completed form after five 


lays These forms, coded 
card use, formed the basis for the 


for punch 
pres- 
ent study. They will also play a réle 


in a study of the efficacy of the vac- 


90 


u 


cine, should an epidemic of influenza 
appear 


On August 30, 


September 11 of 


September 1, and 
410 em 


as de SC ribed 


this year, 


ployes were immunized 
Skin test for those with a positive or 
for egg allergy was 


10 dilution of the 


gq 1estionable history 
performed with a ] 
vaccine in normal saline, 
0.02 ml 


reaction was read in 15 


employing 
The 


and, 


injected intradermally 
minutes 
inoculation, the subject was re 
quired to wait at the inoculating sta- 
tion for another 15 minutes before he 
Was fc leased 

Influenza vaccine. The vaccine em 
ployed in this study was a monovalent 
influenza virus vaccine, containing 200 
CCA units per ml. of Type A Asian 
strain, prepared by Merck, Sharp and 
| Lot No 


Dohme, and identified as 
The product is protamine, 


10175 B-1 
concentrated and refined. 

Protocol data were not made avail- 
able by Merck, Sharp and Dohme, but 
such information as could be obtained 


4 


Fig. 1: After they had been given the vaccine, Peralta Hospital employes 
were asked to fill out this report form and return it within five days. 


yield 


up to 
of 200 


RESULTS 


Return of questionnaires. Dat 
concerning the return of qu 


1 I Tabl 
forn 


naires, as pre scnt¢ 


ate that sufficient s were returned 


to be probably repres¢ iWwative ot 
group inoculated. A total of 79.8 per 


cent of the employes vaccinated re 
ayreement 


and 79 


turned forms, with a clos« 


of 83.4 per cent for males 


Table 1—Number of Employes 
Inoculated With Influenza Vaccine 
and Returning Questionnaire 
Forms, by Sex 


Per Cent 
Returned 


Forms 


No No 


Sex Inoculated Returned 


83.4 
79.2 
79.8 


66 55 
344 272 


410 327 


Male 
Female 


Total 
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Sterilizable handles .. . attachable 
at the center of each light beam 
... permit the surgeon to make 
fine directional adjustment, comple- 
menting remote control by the 


circulating nurse. 


AMERICAN 


offers a NEW concept in major 
surgical lighting 
the DUAL VIDEO DV-22 








The dual light sources are separately 
maneuverable through the full surgical 
range ... with selective intensities of 
1,000 to 10,000 foot candles and 
optional light patterns of large, medium 
or small. Cool, glare-proof and color 
corrected, the DV-22 measurably raises 
the standards of illumination for general 


surgery and the specialties. 


Write for our 
Illustrated Manual Number C-121. 


AMERICAN 


STERILIZER 


ERI'EPENNSYLVANIA 


Offices in 14 Principal Cities 
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Table 2—Broad Types of Reaction Following Influenza Vaccine reported were generally quit 
Inoculation in 327 Employes (Male, 55; Female, 272) In Table 3 are presented 
the specific components of th 


j 


Mole Female ind systemic reactions. Here again 


cman ror Gant corneal Per Cont marked difference by sc is readily 
97 35.7 ipparent 
24 8.8 Among 
82 30.1 
69 25.4 
272 100.0 


Loca! reaction 
Systemic reaction 
Combined reaction’. 
No reaction 


otal injected 


Table 3—Specific Types of Reaction Following Influenza Vaccine 
Inoculation in 327 Employes (Male, 55; Female, 272) 


Loco! Reaction 
Pain 

Swelling 
Redness 


Systemic Reaction 
Fever 

Aching 

Chilliness 
Headache 


Ls) 
OW UY 
oO 


N 
> 
anNDO 


Nausea 


Ww 


Vomiting 


Nn ( 


Severity of reactions. I: 
, ; 


ty pe Was 
ot males 
# per cent 


mprise those 
ling, chilliness, he t checks wu! nay begin 
tin Finally, those patient he through f interview, reactions there 


Table 4—Number of Reactions Analyzed by Sex and Age Group 
as to Whether Reaction was Local or Systemic 


Age Group Male Female No. Injected 


(Years Lo Systemic Combined Systemic Combined Male Female 


15-24 0 ) b 10 29 
25-34. ‘ 2 0 12 11 40 
35-44... y ‘ 17 6 64 
45-54 ; 3 ] 23 & 66 
55-64 ‘ l } : 21 } 16 58 

64, ) ; 0 4 8 
Not stated { ) l | C 7 
82 ‘ 272 


Total. 16 


Loca! pain, swelling or redness at the site of injection 
Purely systemic reaction consisting of fever, aching, chilliness, headache, nausea and vomiting 


Combination of both local ond systemic reactions 
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IN HOSPITALS 


Hanovia 
Equipment 


AERO- 


LUXOR ALPINE | SUPER ALPINE | KROMAYER 
QUARTZ LAMP QUARTZ LAMP | QUARTZ LAMP 


lete Powerful, high in-| Intense, concen- 

e i1m.|tensity quartz mercury/trated source of ultra- 
p radia- arc emits all effective in-| violet for local and ori- 
1 dis- | tense bands of therapeu-/ficia] application. Air 
tic ultraviolet ! 


cooled! 


= 


of ultraviolet therapy in treatment of 
all these diseases and conditions: 








Physical Rehabilitation: Ultra- 
violet is particularly effective 
in increasing blood hemoglobin 
level. Authoritative report 
reads: “The blood changes pro- 
duced by ultraviolet radiation 
are increased number of red 
ind white cells and platelets, 
le were d blood Sugar, increase d 
sugar tolerance, increased 
blood calcium, relative lympho- 
cytosis and eosiniphilia.” Other 
authorities state: “Ultraviolet 
exerts a glycogen storing effect 
preventing the lowe ring of re- 
spiratory quotients after mus- 
cular exercise.” Exposure to 
Hanovia ultraviolet improves 
absorption and utilization of 
calcium, iron, nitrogen and 
phosphorus. 


Tuberculosis: Irradiation is of 
distinct value for patients suf- 
fering from tuberculosis of the 
bones, articulations, perito- 
neum, intestine, larynx, and 
lymph nodes, or from tubercu- 


losis sinuses 


Care of Infants and Children: The 
prophylactic and curative ef- 
fects of ultraviolet radiation on 
rickets, infantile tetany or spas- 
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mophilia, and osteomalacia are 
well known 


Psoriasis: Goeckerman tech- 
nique, crude tar and ultraviolet 
radiation, very helpful in nu- 
merous cases. Ultraviolet pro- 
duces definite chemical change 
in tar, a combination both reli- 
able and effective. 


Other applications include treat- 
ment of numerous skin diseases, 
with ultraviolet radiation act- 
ing specifically on lupus vul- 
garis, and providing a bene- 
ficial effect in such conditions 
as acne vulgaris, pityriasis ro- 
sea, indolent ulcers, and some 
forms of eczema. 


Yours on request: Authoritative 
treatises describing ultraviolet 
therapy. Write for your free 
copies today. Dept. MH-11 


UL LULL Greaves MAME 
LEA IN ULTRAVIOLET 
100 Chestnut Street, 
Newark 5, New Jersey 
Chicago + Cleveland 
Washington, D. C. 
Los Angeles * San Francisco 


High solubility of 
“Thiosulfil 
insures prompt 
bacteriostatic 
concentrations at 
site of urinary 
tract infections 


direct effective 


AYERST LABORATORIES 


New York, N.Y . Montreal, Canada 





terence in “illness” rate in the younger Table 5—Employes’ Reply to “‘Illness’’ Statement Analyzed by 
group as compared with the older Sex and Age Group 
group. One of the striking points is 
lative absence of “illness in the Age Group No. Inoculated 
| ‘ Male and Female Total 


39 
7 

74 
74 
12 


Not stated. 7 


INOc ila 
1 Total 9 55 4 y 327 
ipsence fron 
inoculation 


Table 6 witl 


Time of appearance of reaction. 
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THE BALL FLOAT SAFETY VALVE maxes 
IT IMPOSSIBLE TO PUMP AIR WHEN YoU 
SWITCH TO PRESSURE . . . AND THE DRIP 
CHAMBER AND BLOOD FILTER ARE 


A SINGLE, COMPACT UNIT. 


~~! , y, 
Wel YES, JUST BY SQUEEZING | 
THE DRIP CHAMBER, 
YOU CAN sSwiTtcH 

FROM GRAVITY FLOW 
CONVERSION FOR TO PRESSURE IN A 
BLOOD TRANSFUSION 


UNDER PRESSURE. FEW SECONDS. 
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WITH A QUICK 
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Table 6—Severity of Reaction (Subjective “‘Illness’’ and Absenteeism) be in higher incidence than one would 


Following Influenza Vaccine Inoculation of 327 Employes ordinarily expect. 
(Male, 55; Female, 272) Possible allergy to influenza vac- 
cine. As noted in the previous stud- 
1CS,” . possible allergic reactions to 
enza virus must be considered 
the vaccine 1s prepared from em 
it necessarily 
which, though 
could theoreti 
lly produc anaphylactic shock in 
individual who was highly allergic 
fO egg protein 
y fever, chilliness a odach ( onseqgu¢ ntly, tne phy $1c1ians wnt 
‘hes cidiian ewed the persons subjecting 


hemselves for influenza immunization 


to influenza vaccin 


Table 7—Time of Appearance of Reaction Following Inoculations 
With Influenza Vaccine in 135 Employes Returning Information on 
This Point, Analyzed by Sex Difference 


Male Female Male and Female 


Time of 
Per Cent No Per Cent No Per Cent 


Appearance No 


1-2 hrs... 

3-5 hrs... 25 30 22.2 
6-8 hrs.... ! 10 7.4 
9-12 hrs.... r 5:2 


12-24 hrs... 21 15.6 
13 9.6 


ws 


4) 54 40.0 
2 


~OnN 


>» Ww 


Total 
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(ver's see NOW... 
EASIEST TO USE — 
EMERGENCY PRESSURE 
INSTANTLY AVAILABLE : 
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AREA —NO DANGER of SM 1s nme tans 
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Table 8—Number of Individuals 
Potentially Allergic by History 
Among 327 Employes Inoculated 

With Influenza Vaccine (male, 
55; female, 272) 


Male Female Total 


Inoculation initially 
deferred for skin 
testing 


Skin-tested with negative 
test and were 


inoculated 


Did not return for skin test 


were requested to be very conservative 
in regard to the possibility of egg or 
chicken allergy. They were asked, if 
there were any doubt in their mind, to 
defer the patient until skin testing 
could be carried out 

As will be noted in Table 8, inocu 
lation was initially deferred for intra 
dermal skin testing in 21 employes, of 
which four were male and 17 were 
female. Seven employes did nor return 
for skin testing, while 14 did return 
These 14 were all found to be negative 


with the intradermal skin test as out- 
ined, and all were inoculated. No re 


VIM Stainless Steel and VIM Laminex 
Needles have razor-keen cutting 
edges with points that stay sharp 


longer. Concave hubs for easy 
handling. All VIM Svringes, 
including stronger clear-glass 


VIM Interchangeable Syringes 
(any plunger fits any barrel), 


have a velvety-smooth 
action, free from backfire 
and leakage. 


For further information, 


MacGREGOR INSTRUMENT COMPANY, 


consult your 


hypodermic needles 
and syringe s 


hospital ‘surgical supply dealer or write 


NEEDHAM HGTS., MASSACHUSETTS 


actions, either immediate or delayed 


were reported 


DISCUSSION 

Data presented in the accompanying 
tables would indicate that all types ot 
reaction rates and severity of reaction 
as determined either by reported “ill 
ness” or absenteeism are significantly 
lower than previously reported tor 
polyvalent influenza vaccines 

Since it is now generally accepted 
that the reaction rate is directly pro 
portional to the amount of total virus 
content, one would necessarily expect 
that the reaction rate with the present 
vaccine containing only 200 CCA units 
per ml. would be definitely lower than 
previous reaction rates with influenza 
vaccine of polyvalent type and contain 
ing up toward 1400 or 1500 CCA 
units per ml 

The significantly marked sex dcitter 
ence in reaction rates confirms previous 
observations.':" The reason for this is 
not clear and deserves further study 

It would appear that the danger ot 
troublesome reactions from the present 
influenza vaccine is extremely small 


he absenteeism rate ts nil 


In addition. t 
for males and approximately | per cent 


for females. Consequently, in- large 
scale immunization programs among 
hospital personnel; important civil 
servants such as police, firemen, school 
teachers, and utility employes, the fear 
of reactions preventing full efficiency 
of the force is to be discounted, par 
ticularly so when one assumes a mor 
bidity rate of 20 per cent or more 
during an influenza epidemic, with an 
individual employe time loss of from 
five to fourteen days resulting from in 
fluenza 

While no evidence was found for 
serious acute allergic manifestations in 
this study, this possible danger must 
be kept in mind. Influenza vaccina 
tion, both on an individual and on a 
mass basis, should clearly take into 
account the need for appropriate 
screening procedures to defer or reject 
individuals with egg allergy. If one is 
in doubt concerning an applicant for 
immunization, skin testing should be 
carried out, an intradermal test with 
0.02 ml. of a 1:10 normal saline dilu 
tion of the vaccine being utilized 

The present study and the one pre 
viously reported by Sadusk, Bassett and 
Meddaugh® clearly indicate that rou 
tine skin testing of all adults for egy 
sensitivity is not necessary, as has been 
suggested by Curphey,* and by Ratner 
and Untracht,*:* for children, and 
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From ENT clinic to the OB ward 
all departments find CAROLAB COTTON BALLS 

are handy and convenient to use 

completely free of nibs and wispy ends 

They are also an economical substitute 

for sponges im many hospital procedures. 

[he laboratory and dispensary 

find that they save time and money 

Cleaning instruments and equipment, 

stopping test tubes, bottles and capsule containers, 
are all duties which can be speeded up 


at lower costs with CAROLAB 


reasons why leading hospitals choose 


CAROLINA COTTON BALLS 


1 Uniform in size and shape 


N 


Firm, compact construction 





3 Made of finely spun, 


selected long staple cotton 
Highly absorbent 


5 Labor-saving—ready for immediate 


use after sterilization 


6 Actually more economical to use 
than “home-made” cotton balls or 
other manufactured balls of same high quality 


7 Available in 5 standard sizes 
per 2000 per case 
il 2000 Cla a” ca arge 
2000 hut aln tr twice as dense 
medium 4000 


WRITE FOR SAMPLES, INFORMATION, PRICES 





manufactured 








where grown. 

















COMPLETE RANGE OF SIZES. WRITE FOR SAMPLES, PRICES, INFORMATION. 


‘oy. fo] Si, 7... -}-1e) 1-1, pe olok mae), Bioiok 


(OIVISION OF BARNHAROT MFG. CO.. INC.) 


CHARLOTTE 1, NORTH CAROLINA 


b 
MANUFACTURED WHERE GROWN lospital \) 


ny 
O>y 


( Supplies ) 
e a JS 


aa 








when you 
come here 
to buy 





you'll find the catalogs 
of suppliers 
most eager 
to help you 


= The 1958 edition of Hospital Purchasing File is now being printed. It will be 
distributed early in January. It will, as it has since 1919, contain product in- 
formation on thousands of items you depend upon — to help you see, compare, 


ut | Service 
select. Be sure to use it. Be sure your staff and department heads use it. 
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Now Available... 


3rd Revised Edition 


Mac EZacherns 
Hospital Organization 
and Management 


One of the Most Important Books 
ever published for the hospital field 


~~ 


60 ADDENDA 
27 INSERT PLATES 


1,358 PAGES ° 
22 CHAPTERS ° 
50-PAGE INDEX ¢ 42 PRELIMINARY PAGES 

1,266 TEXT PAGES ¢ 191 TEXT ILLUSTRATIONS 
22 ORGANIZATIONAL AND JOB-FUNCTION CHARTS 


; DELIVERY $18. 75 


PER 
COPY 


MMR OLAS 


Postage Paid (in U. S. on 





ORDER FROM 


PHYSICIANS’ RECORD COMPANY 


CHICAGO 5, ILLINOIS 





161 West Harrison Street ; ° 
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when you count 
the cost of 
corrosion 


SOLUTION ROOMS 
OF CRUCIBLEIE 

AINLESS 

COST LESS 








High operating costs for solution rooms can frequently 

he reduced by using Crucible Stainless Steel. The highly 

polished surface of Crucible Stainless gives such effective 

corrosion resistance that it prolongs the life of counters, 

sinks. flask washers. sterilizers and other solution room 

equipment. Add to this the fact that Stainless won't chip, 

peel or dissolve. and you can see how Stainless cuts replace- 

ment costs. Corrosion resistance and easv cleaning are just two of 
Cleaning is economical too, with Crucible Stainless. It many properties of Crucible Stainless which make it. in the 

cleans 5 times faster than any other metal. and it comes long run, the economical choice for most hospital equip- 

clean without developing rough spots. It even has excellent ment. Crucible Steel Company of America. The Oliver 


resistance to harsh sterilizing materials. Building. Mellon Square. Pittsburgh 22. Pa. 





t R UJ C | 5 LE| first name in special purpose steels 


Crucible Steel Company of America 


Canadian Distributor —Railway & Power Engineering Corp., Ltd. 
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FOOD AND FOOD SERVICE 





Conducted by Mary P. Huddlesor 


Patients and Staff Need Facts About Food 


Much misinformation about nutrition is spread around 


not only by laymen but by people who should know better, 


JESSIE C. OBERT 


HE hospital chaplain was 


pat t 
pal lent 


saying 
You re 


very pale, Mrs. Brown, perhaps you are 
j 


Lon d-by to the 


anemic. Have you ever used blackstrap 
molasses? It § LOC d for anemia bec 1uUSC 
ot the 

The 1uI 11d 


patient for th 


iron 
settling 
night. During this time 
she and tl atic visited im friendly 
The 
food and in 


aide said 


fashion conversation turned t 


answer to 
Oh. 
take vitamin pills. The 


food 


a question the 


yes, everyone snouida 


way they grow 


these days in worn-out soil it just 
; 


ism t aS ZOO as It used to be 

ae ; ; , 

[he orderly was near the end of the 
line in the employes’ cafeteria. As 


reached for the cherry pie, 


j 


girl said: “You know, Fred, 


eat that cherry pie and cream 


the same meal; cherries and n 


gether might make you sick. And you 


] 


ought to eat baked potato 1 of 


instead oO! 


calories in baked 


mashed; there are n 
potatoes 
Advice abo it food 


is given every day in such ways by well 


xapgerated? No 


meaning persons. These examples il 
lustrate the widespread interest in food 
and its fundamental importance in our 
also show us of the 


for J 


lives. They some 


ways in which misinformation 


may be spread in the hospita 
t 


Every dietitian sees the results of 


food misinformation in the hospital 


and food clinic. Recently reported ©> 
amples included a chose 
and a 


who 
food, 
only 


nurse 
queer combinations of 


kitchen employe who ate starchy 


nutri 


Health 


[The author is head public health 
tionist for the Los Angeles County 
Department, Los Angeles 


100 


including hospital employes. The author tells how the 


dietitian can help educate patients and employes to 


the facts about food and thus counteract some diet 


foods or protein foods one meal 


Other 


when physicians have left 


dietitians have been concerne 


patients on 


lequate or 


ina | 


inpalatable therapeutic 


/ ‘ + 


, 
lets for long periods O 
first define some of the terms 


} 


ist be used in a discussion of 


<] misinformat 


HOW FOOD, NUTRIENTS ARE RELATED 


the form in which we 


the substances needed by the 


body for growth, main 


These nutrients 


pair 
fats, carbohydrates, vit 


and Foremost  scie€ 


Table of Recomme 


Allowances as a 


Water 
prepared the 
Dietary 

amounts Of the various n 
of us should 
table the U. §S 


prepare 


Itrients cacti 


consume daily 


From this 


Agri 


food 


Dep: rtment ot 
liture has lists of 


showing combinations and 


of food 


tricents 


quantitie Ss 


that will provide these nu 


The actual foods consumed are 


less important than the nutrients, or 


put it another way, it makes no dif 


ference whether from 


j 


food 


nutrients come 


just as long 


one or trom another ] 


as the individual gets enough of eacl 
kind 
Nutrition is the special branch of 


scientific study that covers foods and 


} 


the way they are used by the body 


Actually, a knowledge of nutrition is 
not necessary in order to eat a good 
liet. We eat food, so by selecting the 
right foods we can eat enough of the 
necessary nutrients without ever know 
ing a 
calorie from an amino acid 


mineral or a 
However, 


Vitamin from a 


nutrition tells us why the different 


fads 


is Often 
point of view sucl 
one food or food 
mon sour 


sions 


ibo 
intrained pers 
hat such ad 
question by 
therefore, everyone 


Often 


general 


Everyone eats 
ibo it food 


1S based on 


knows something 


1 1 ] 
this knowledge 


, : 
zations drawn from limited personal 


from a scanty acquaint 


Much of it 


like the previous examples is based on 


ex perience or 


ance with the literature 


fads spread by popular writers of 
speakers, on half-truths designed to 


promote the sale of special foods or 
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i a a An. — 


It's easy to control costs and end waste with Heinz Beans because you open only as many tins as you need 


POPULAR HIGH PROTEIN SIDE DISH 
3424 PER SERVING: HEINZ BEANS 


From the nutritional viewpoint alone, you couldn't 
get a better buy than Heinz Beans. They're high in 
protein, low in cost. A four-ounce serving costs 
only 3!e¢. What other protein food can you buy 

ready to eat, with all the preparation and cooking 
done for you -for under 14¢ a pound? Just as 
important, of course--everybody likes Heinz Beans. 
The 54-ounce Chef-Size tin makes cost control 
simple. Cuts labor costs, too. Just heat and serve. 
There’s no waste, no leftovers. Order Heinz Beans 


on your Heinz Man’s next call. 
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ipplements, ¢ n tolklore. This physicians and nurses, who have had 


information is an ever present me basic training in nutrition and 
re to the dietitian and has im dietetics, and 


the adminis and others, who have had little 


sound information in the hospital must 


be found through these persons. How 
2) aides, kitchen em can the dietitian teach basic nutrition 
to the employes and promote good food 
il training in the subject practices among employes and pa 


tients? How can the dietitian and other 


nembers infl lence patients 


presc ribe 1 


Indis ial employes I 
} 


by their supervisors to practice 


on 
advertise 


1 
Ire cOlumn 
reducing 


1 rovi ‘ { eV what he ind hears on 
As a result the report f levi 


1 
li 


dissem ence by encouraging 


known | ve diet recon 


ini and they can als 
fellow employes to 
hospital from sources recomn 
offset the effects of misinformation  etitian or to check information from 
such channels? We must re- other sources with her 


information about nutrition The dietitian will need to utilize 


into practice in food selection every means provided by the hospital 


iption, and that much in- to teach correct information and to 
formation and advi 


ce about food and_ promote good food practices among 
nutrition will be given in informal employes and patients. Methods will 
conversation by persons with limited vary with the hospital, but I will men- 
training in nutrition, such as those al tion a few possibilities 

ready mentioned. Then our channel for (Continued on Page 104) 


two groups in relation 
edge about food and nutrition 
professionally trained persons, si 
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hue. abe. Qhortenin 


... for every purpose 


This all-purpose all-vegetable shortening performs equally well 
in kitchen or bake shop. You’re assured of customer satisfaction 
at moderate cost. 
a lata Kraft Blue Label is a hydrogenated shortening, perfectly 
— balanced for a wide range of uses. It stands up indefinitely in 
RRAFT your fry kettles— makes rich, fluffy cakes—light, creamy icings 
Shortening flaky piecrusts and pastry —crisp rolls. 
Give Kraft Blue Label a trial in your restaurant—see the 
difference the right general-purpose shortening can make! 





There’s a right Kraft Shortening for every need. RED LABEL —your specially formulated shortening 

for deep frying. BROWN LABEL — your high emulsifying shortening for fine baking. GREEN LABEL 
your economical standard shortening. BLUE LABEL—your hydrogenated all-purpose 

shortening. All available in 50-lb. and 110-lb. drums, and in 50-lb. cartons. KRAFT 


Foods Company 





INSTITUTIONAL 
OIVISION 








THE NATION'S TASTE (S YOUR SEST BUVING GUIDE 
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( ? 


Some hospitals have a house news 


paper for employes or patients or both 


} 


] ; 


One hospital published human interes 


ot the food histories ot 


stories 


members and patients wh 


inclu 


(NOSE 


cr10n ss age 


encoul 


+ 


selection of foods 


rood food 


low cost 


arefully screened 
operation of physic 
tian can provide the 
eno igh facts abo it nis 
} 


adeq late understanding 


t he will not be 


newspaper 

friend 
Among the books for this use 
ire Leverton’s “Food omes You, 
Modern Diet and 
Reduce and 


*leck and Munves 
Nutrition,” and Jolliffe’s 
Stay Reduced 


Employes may be red 


encourage 
bring to the dietitian samples or re 
hear. 


they see or 


Recently, a cook brought her dietitian 


some mimeographed material distrib- 


ports of materials 


104 


PTA 
my at 


ed the previous evening at a 


meeting. This was brought to 


tention because of the misinformation 


it contained. It was easy to recognize 
the source, a widely distributed lez 
printed by an 


Organizatlo 


I mployes w 


tioning attitude and thre 


variety of channels to prevent 


Not long 


ago some questionable statements a 


information and to correct it 


peared on two occasions in the publ 
cations of an alli srotessional or 


nization rs t e editors brough 


ise objected 


} 


HOW TO EVALUATE INFORMATION 


by consi 
follow 


1. Does the p n have something 
» sell? This may be itamin pill, a 


In this 
hods 


book, or a newspaper column 


case the author wil 


nm. He may 


misieading if 


i 


met 


use many 
neti present 
not en 
contrary 
Does he 


lisease 


promise tro cure or to 


] } 


prevent with food or a food 


supplement? Along with this often 


goes the implication that he has infor 
mation that 


government agencies do 


know or scientists refuse to 


accept 
3. What are the training and experi- 
ence of the author? To what profes- 


not top 


sional and technical Organization Goes 


he belong? Here the 


should be used beca ise some popular 


utmost caution 


speakers and writers who deal in mis 


nave masters 


information 
from well know 


are in 


Pressi\ 


apply 
without “looking 
organization 
One of its 


and 


is tne professi 


lietitians and f 


objectives is the ection publi 


infor 


utrition 


mation. As a the concern 
expressed by members over the preva 


lence of food misinformation, a special 


mmittee Was appointed id 


procedures for the use 
l 


ocal associations in promotion of au 


thentic nutrition information and cor 


rection of misinformation. Objectives 


of the committee are to correct mis 


leading information by providing 


technically correct information, and to 


] 


assist state and local associations if 


analysis of their food misinformation 
problems and in plans for positive pro- 
grams to meet them. ( Cont. Page 106 
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How can you 
perk up their appetites? 


ze 


Samples? Of course... 


MILWAUKEE LACE PAPER CO. 


DIVISION OF SMITH-LEE CO., INC. 
1306 E. Meinecke Ave., Milwaukee 12, Wisconsin 
Save laundry: \ 
nad ‘f M ‘ Indes l 
Save space and effort: \ 
Save money: Act 


+ 
sts 


Sanitary and speedy: Fach tray c 


t Of ctrong 


her. Flick tl 
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dietitians, both as individuals and 


through their association, to influence 


food habits and nutrition practices 
[hese opportunities may be found in 
social contacts as well as on the job 


Wome lut 


eet THE FIRST AND ONLY PRACTICAL 
3-COMPARTMENT SELF-GENERATING 


STEAM-COOKER ! 


Here it is—the first full-size 3-com- 
partment steam cooker that gener- 
steam —the 3SF by 


ates its oun 


STEAM-CHEF! 

Without any increase in floor space, 
here is greater capacity than ever 
before available in a self-generating 
steam cooker 

The spacious cooking compart- 
ments of the 3SF accommodate up 
to 18 standard 12 x 20 cafeteria pans, 
or a combination of these with deep 
pans, wire baskets, and bake trays. 
All told, this latest addition to the 
famous STEAM-CHEF line of ‘‘Side- 
by-Side”, high capacity steam 
cookers can hold up to 6 bushels 
of food. 

The new design of the 3SF steam 
generating unit provides abundant 
steam for big cooking or warming 
jobs in a hurry. The cooker is 
designed for kitchens serving 700 
or more meals an hour. 

All three of the cooking compart- 
ments are within easy reach. Over- 
all height of the cooker is only 67 
inches! Compartments are wider — 
cafeteria pans fit easily “Side-by- 
Side”. There’s no awkward groping 
for pans-behind-pans. Loading and 
unloading is easier, faster, safer... 
so is checking food at any time dur- 


ing the cooking cycle. 


Model 3SF STEAM-CHEF 3-compartment steam 
cooker. Self generating. Interior: Stainless steel 
Baked enamel or stainless steel 
Under 10 square feet 


Exterior 
Height 
4vailable for gas or electric operation 


Floor space 


Steam-cooking with Steam-Chef 
has many other advantages. They're 
all available in this new Model 3SF. 
Ask your nearest STEAM-CHEF dealer 
to demonstrate them to you, or get 
complete details by writing to: 


THE CLEVELAND RANGE COMPANY 
“The Steamer People” 


3333-O Lakeside Avenue 


* Cleveland 14, Ohio 


about nutrition and other aspects of 


t 


t 
if 


activities they may help to 


policies in 


he public health. Through participa- 
community 
levelop 


lunct 


such organized 


10n 1n 


ation «t school 


IONS FOR 


BOOKSHI 


Food 
an Dietet 
Bowes 


Value 


S4 
.ilander H Nu 
McGraw-Hill 5 
p tX Date p ( ] Re 
Department of Agri 
Home and Garden Bulletin No. 1, 1950 
10c. Order from Supt. of Documents 
Washington, D.C. 
Jolliffe, N.: Reduce and Stay Reduced 
New York: Simon & Schuster Co. Rev 
1957 $2 95 


from 
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ing Squeezes Profits Like Waste! 


Nothing Saves Like Scientific Cleanliness! 


FROM G® RESEARCH CHEMISTS FROM G® DISHROOM ENGINEERS 








Low cost RINSE DRY speeds drying New Scientific methods to reduce 
time, eliminates hand toweling ! your dishroom overhead ! 


Rinse Dry costs less and goes further. 300 EL Dishroom Specialists are helping 
Economical! Average operation uses to reduce dishroom overhead every 
only 8 oz. a day. You save time and day. Backed by El’s 32 years in the 
money—no waiting for dishes to dry— commercial dishwashing field, they are 
no tedious toweling — no spotting — no experts in every phase of dishroom pro- 
streaking. Results: better looking table- cedure. Let an EL man streamline your 
ware and speeded up handling. Cuts dishroom operation—reduce costly 
glass, dish and silverware inventories waste you never knew existed. 

RSGULAR by as much as 25%! 





8 OZ. SIZE 


ECONOMICS LABORATORY, INC. 


In Canada, Economics Laboratory (Canada) limited ® In Sweden, Soilax AB 


Domestic and Latin American Sales Offices: 250 Park Ave., New York 17, N. Y 
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Margaret Erickson 
Dietitian 

Winona General Hospital 
Winona, Minn 


Menus for December 1957 


4 


re 


Hot Beef Sandw 


getable Plate Wit! 


Hot Stuffed Ego 
Bran Muffir 
Tomato, Lettuce Salad 

m 


Mayonnaise 


Plums 


25 


ed Grapefr 


n Sirup 


Br * Half 
T ‘ 


Baked Frenct a 


Mixed Vegetab 
ed Cranberr 
Cream tc 


yster Stew Pp. 
Cheese Crackers 

24 Hour Fruit Salad 
Pumpkin Pie 


But 
Vegetable Re 


Fruit Ambros 
Tomato Juice, Soft Cooked Eggs 
Chipped Beef on Toast, Relis 

i] 


cooked cereals 


31 


Ready-to-eat 


108 


ef Stew, Biscuit 


ole 


Apr 


am of P 


dW 


tere ax Bear 
apple Sia 


Pp 
Sens 
Celery Cabbag 
Dres 
Pudd 
With Crear 


cheese 
hocolate 


f Corn S 
Chinese Omelet 
Mushroo.n Sauce 
Buttered Brocco 
Peach. Cottage Cheese 
Salad 
Vanilla Pudding, Crear 


Bacon. Baked Potato. 6 


Kerne 


kled W 


Corr 
hole Beet 


Cc ttage 


Beef Broth 
Tunafish Salad 
Raisin Bran Muffin 
Buttered Carrots 
Spiced Apoles 
Dark Sweet Cherries 


Roast Vea 


Dressing 


- 
Gravy 


Oven Brow 
Buttered 

Waldo 
Spar 


ned Potatoe 
Lima Bear 
rf Salad 


h Cream Witt 


Strawberry Tope 


Minted 


ear 


Ginge 


To 
Green Pea 


f 
Sa 
rbread 


Whipped Crearr 


rearr 


J 


trus Section 
rred Egg 
. 
Birds, Gravy 
shed Potatoe 
Buttered Squast 


Golden Glow Salad 


> 
Lemon Sherbet 


Cupcake 
. 


f Tomato Sour 
Meat Croquette 
Celery Sauce 
ulienne Green Bean 
With Almonds 
Date Waldorf Salad 
Banana Cream Pie 


t 


ached Haddock 
Egg Sauce 

Baked Potatoe 

Sweet-Sour Green Bea 

en Salad, Fren 
Ores 

Peact 


are 


Sauerbraten, Gra 
Hashed Brown Pot 
Buttered Cauliflower 
Pickled Reet and 
Egg Salad 
Food, Strawberry 
Topping 


Ange 


Vegetable Juice 
Chop Suey 
Chinese Noodles 
Pineapple, Apricot Saiad 
Blueberry Pudding 


uttered Peas, Green Salad, French Dressing, Chocolate Pudding, « Vegetable Soup, Creamed 
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Save valuable hours for nurses 
and food service personnel 


No. 5, November 1957 


By eliminating the need for washing, sterilization and storing of 
tableware, CHI-NET plates and cups save up to two hours a day 
for nurses and other key hospital personnel. They make trays 
lighter, quieter, easier to handle. They prevent all possibilities 
of cross-infection, introduce new economy and efficiency in hos- 
pital food service. And only STANDARD CHI-NET has all these 


quality advantages: 


Waterproofed and grease- 
resistant, excellent for both 
hot and cold foods. 


Attractive, smooth, white 


surface. 


Clean and sanitary, sterilized 


Individually molded for extra 
in manufacture. 


strength. 


By the makers of famous 
KYS-ITE~ Molded Plastic Trays and Tableware 





Keyes Fibre Company, Dept. MH 

Waterville, Maine 

Please send complete information on STANDARD CHI-NET Molded Paper 
Plates and Cups. 


NAME 
NAME OF INSTITUTION 


ADDRESS 





MAINTENANCE AND OPERATION 





How to Recognize a Good Maintenance Man 


Even though he doesn’t know all the technical aspects of 
the engineering department, the administrator must know 
enough about its principles and operation to be able to 


evaluate the competence of the person he employs to run it 


GEORGE E. LINNEY 


general 


] 


ventilating transportati nh ana com 


munication, have made it imperative 
that engineering 1 maintenance 


problems not be lect or over 
looked 

Much of the equ 
hospital, like its personnel, is subjected 
C General 


such as heat, light and 


o rigorous, 24 hour service 


} t 
rie 


utilities 


10 isly 


water must be 
Breakdowns are bound 
many can be prevented or « 
layed by adopting a workable preven 
tive maintenance program 

In this age of specialization, the 
general handyman has been replaced 


in hospital maintenance work by the 


trained maintenance supervisor who 


is thoroughly familiar with the equip 


ment, who appreciates the tremendous 


investment it represents, and who 
makes an intelligent effort to get un 


] 


interrupted and efficient performance 


from it 


Administrators of small hospitals 


Mr. Linney is administrator of Grifhn 
Spaulding County Hospital, Griffin, Ga. At 
the time this paper was prepared, he was 
administrator of Americu and Sumter 
County Hospital, Americus, Ga 


110 


srinciples 
ms of equip 
Otten the ad 


re pairman 


major ite 
r hospitals 
1 larger hos 
a specialist 
of the 


about its 


equip 
ist know enough 
} 


rincipies ana 


least appraise the 


operation so that he can 


service of the en- 


gineering department. Certainly, he 


should be able to evaluate the com 
petence of the man he places in charge 
of the department. In a large hospital 
the chief of maintenance may be given 


the title administrator, and 


of assistant 
is such he may be responsible for sev- 
eral other departments, including laun- 
Iry and housekeeping. In any event 
the administrator of a modern hospital 
must keep in touch as closely with the 


mechanical and electrical equipment of 


his institution as he does with the 


members of his medical staff and gov 
erning board 


DOES THE ENGINEER QUALIFY? 


look to the 
Suppose you are an ad- 


Now let us engineer s 
qualifications 
ministrator seeking to employ an engi- 
What 
qualifications should you look for? 
First, I think the engineer should 


have some hospital or hotel experience 


neer Or maintenance supervisor 


The larger hospitals would do well to 
The 


smaller hospital need not require such 


consider a graduate engineer 
an educational background but should 
investigate the man’s experience 

The applicant should have a good 


ry depends 
brication, and 
maintenance man 


knowledge of lubricant 


} 


effective and efhcient 


just as dangerous tO 


machine too much as tt le gle 


to lubricate it. Lubricants are impor 


tant in keeping plant equipment run 


ning and in cutting down operating 
costs and repair bills 

Consider yourself most fortunate if 
your prospective maintenance super 
visor or engineer has a working know] 
edge of electronics, intercommunication 
systems, elevators and other transporta 
t1on systems, and x-ray equipment. Of 
ten it is advisable for the administrator 
of a small hospital to farm out the 
maintenance of this highly specialized 
equipment through service contracts 
that provide for periodic checkups 

The engineer must possess honesty 
and integrity. I remember a college 
professor of mine saying many times 
exact science 


that engineering 1s an 


There is no guesswork. There is no 
‘maybe.” The answer must be Yes or 
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MECHANIZE 








utth a COMBINATION SCRUBBER-VAC! 
L/7 = | 





Here’s a timely answer to the need for reducing labor costs — 
a single cleaning unit that completely mechanizes scrubbing. A 
Combination Scrubber-Vac applies the cleanser, scrubs, flushes 
if required, and picks up (damp-dries the floor) — a// in one 
operation! Maintenance men like the convenience of working 
with this single unit...the thoroughness with which it cleans 

.and the features that make the machine simple to operate. 
It's self-propelled, and has a positive clutch. There are no 
switches to set for fast or slow — slight pressure of the hand on 
clutch lever adjusts speed to desired rate. The powerful 
vac performs quietly. 


Finnell’s 213P Scrubber-Vac at left, an electric 
unit for heavy duty scrubbing of large-area floors, 
has a 26-inch brush spread. Cleans up to 8,750 
sq. ft. per hour (and more in some cases), de- 
pending upon condition of the floors, conges- 
tion, et cetera. (The machine can be leased or 
purchased.) Finnell makes a full range of sizes, 
and gasoline or propane powered as well as 
electric models. From this complete line, you can 
choose the size and model that’s exactly right for 
your job (no need to over-buy or under-buy). It’s 
also good to know that a Finnell Floor Specialist 
and Engineer is nearby to help train your mainte- 
nance operators in the proper use of the machine 
and to make periodic check-ups. 


For demonstration, consultation, or literature, phone 

Powder Dispenser or write nearest Finnell Branch or Finnell System, 

and Level Cable Wind Inc., 1411 East St., Elkhart, Ind. Branch Offices in all 
ee principal cities of the United States and Canada. 


BRANCHES 


FINNELL SYSTEM, Int. Se ama 


Originators of Power Scrubbing and Polishing WHachines - fanal 33 
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/ 


evidence 


rseives 


A maintenance man who is clean in 


his personal appearance 1s more likely 


112 


tne spaces 


It is easier 


of gross 


enyinec!r 


lpn 
basis 
i Ospit il it often 
1eve lop more 
For instance, a 
dc plaster 
ymmetimes 
masonry n t and 
mbing are not as far 


1 hospital work highly 


des would have us be 


lieve : a carpenter can develop 


into a furniture repairman and add 


upholstery as a sideline 


isonable way t 


| 
tenance himself of 


It is well caret 


of this method ag: cost 


maintenance contract, not forygett 


in the maintenance contract 
n 
not be needed 


sometimes the contract 1s written t¢ 


include routine periodic inspections 


with additional 


ind on-call service 


charges for materials 


Larger hospitals find that specialized 


maintenance can be more advantage 
ously handled through personnel avail 


able on their own payrolls Smaller 


hospitals, on the other hand, find it is 


better to contract for these services 
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the 
APPLETON “‘NXFI’’ 


non-explosion-proof 


x-ray 


FILM ILLUMINATOR 


(for non-hazardous areas) 





high quality, lightweight construction 


| 
portable, surface or flush mounting | 


economically priced _ ~~ | 
tte i 


1. Flush Mounting Piee.._| 


full view of x-ray 


2. Surface Mounting In Operating Room 3. For Ward Use 


New from APPLETON this truly outstanding X-ray film 


iuminator with practical, plus features for amazing versa- 


tility throughout your hospital. Can be used for wet (stain- 
less steel drip tray available at additional cost) or dry film 


viewing under strong full panel illumination with no 


shadows. The “NXFi"" may be surface mounted above the 
5 ft. level in operating rooms, reading rooms, etc., in single, 
double, or unlimited banking in whatever grouping is 


particularly efficient for your use at surprisingly low 


initial cost." The “NXFI" ts truly portable, and may be 
cart mounted for ward or reading room use. In all cases, 
each unit operates separately. When needed, relamping is 


quickly and easily accomplished by removing two screws 


and ple xiglass viewing panel 
We know you'll agree this New AppLETON ““NXFI" non- 
explosion-proof Film Illuminator with all its quality fea- 


tures is your very best illuminator value 


Nrolfo MM ilcol'le Mmaolaaaltt-toM Aste) (-tiol (te MO) EG 


APPLETON ELECTRIC COMPANY fa —— 


0-2 Pilot 
1743 Wellington Avenue + Chicago 13, Illinois a. ee 


single gang 


¥ - and in combina 
as tion with switch, 
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HOUSEKEEPING 





A Training Program for Housekeepers 


9. Technic for Disposing of Isolation Linen 


BARBARA D. MILLS 


alternat! It to rush 
It is Mm 


it mursing sKilis shou 


floor for the equipment 
tention th 
j 


be misused in this fashion 


important 


hi more 
than running 
supplies of this nature 


Therefore, the 


tablishing a 

elsewhere 
In most in- 
means the 
nt. This | 


the part of 


stances the 
housekeeping 
would accept, for we 
tnese various 


! 
the team ciosest to 


At the time this series was 
Mrs. Mills was rector : 
services, St. Luke’s Hospital, Chicago. She 
housekeeping servic 
Hospital, Pitts! 


series 


of housek eping 
director of 
General 
ninth in the 


Ss now 
Allegheny 
This is the 


114 


HAMPER 


W il] 


SERVES AS LINEN 


This disposal can sCTVC is a 
closed linen hamper during the isola- 
tion period. So that it can be moved 


easily, the can should be mounted on 

nilk can dolly with 

This dolly may 

irchased at a nominal cost, but it 

is also possible to have one made of 

wood by a carpenter. It will serve the 
r 


same Dut requires more effort 


purpose 
ind time to clean, because the wood 
must be thoroughly dry before it is put 
back into service 


Rigid 


fast becoming 


precautionary technics are 


a thing of the past as a 
result of the numerous antibiotics. To- 


seen, 


have precautionary 


day, as you 
technics can prevail in an open ward 
The best way to establish procedures 
for infectious and communicable dis- 
eases 1S to check with the state board 
of health and be guided accordingly 

if, of course, the hospital’s administra- 
some instances the 


tion concurs. In 


1S¢ la 


t Lace 


2 Gowns 

6 Masks 

1 Wastebasket 

2 Isolation bag liners 
6 Wastepaper bags 
1 Pair rubber gloves 
1 Nail brush 

2 Sputum cups 


| 


LINERS MADE OF TWILL 
All are 


the exception of the liners 


with 


standard equipment, 


The se are 


made of green twill or cubicle curtain 


Eight 


material to fit the cans 
top band for the 


vrom 
mets are put in the 
can just put the cord 


No m irk 


ing IS used: col ir coding establishes 


Pp ill cord, or you 
through a double heading 


treatment in the laundry 
After the equipment is put into use 
a green liner is placed inside the can 


to receive the soiled linens. The top 
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mis ARMOUR 7 << 


ae "HEXACHLOROPHENE. “i 
“—. “LIQUID SOAP_USP 





Here's a hexachliors 


ee 


germicidal protectiGn. Made by Armour to provide hospital 


personnel with effective protection—without skin irritation. 


Sw Bee OUR SBOBRBP DIVISION 
INDUSTRIAL SOAP DEPARTMENT ®* 1355 WEST 31st STREET *® CHICAGO 9, ILLINOIS 





you will 


isolacion 


How to end 


i BEDSORE 


¢ 


. This 
open uicer 
5 Healed on an 
APP pad. 


of 


Isolation linen can used at St. Luke's 
Hospital is mounted on wheeled dolly 


lation linen can, wastebasket and 
nail br ish ad! returne¢ Ouse kee Pp 
ing departme Or storage 
room has been 


Seven years experience in most of the hospitals of the 
d roon 1 r tne 


country... on thousands of patients... has proved APP Units 
° i cd mwur©rs ImD r can Is 


are the easiest way to prevent and help heal pressure sores. ; 
j ee ae sabi ios deg 


It has been clinically demonstrated that APP Units (Y) urn d is posted afte 


After being thoroughly cleanc 


or autoclaved, this partic il an 1S sect 


make prevention or treatment of decubiti easier ’ 
for the physician, easier for the nurse and much easier 
and more comfortable for the patient... and quicker. up and made ready to 
APP Units automatically change body pressure Isolation linen liners are 


points every two minutes assuring circulation dered on floor linen requisitions. The 


floor is responsible for all 


to threatened or ulcered areas. nursing 
equipment except the first supply or 


APP pads are stock items available in V. A. Supply Depots. , 
APP Units are available for standard beds, respirators and wheelchairs, starter set. When liners are full of 
soiled linen the nurse can roll the iso 


lation can to the linen chute and dis 


THE R. D. GRANT CoO. 
pose of the full liner. She then gets 


805 HIPPODROME BUILDING , ; 
CLEVELAND 14, OHIO replacements from the floor nen 


Manufactured by AIR MASS, INC., Cleveland 10, Ohio 


room 


The MODERN HOSPITAL 











FORT Howaro’s |Palmer| Tissue 


so gentile and absorbent... 
another good influence 


the quality that people want. 
sider Palmer for vour 
. and tissue needs. Your requirements can be met better 
l-will by Palmer ... or another of Fort Howard's 19 
grades and folds of tissue. For more information 
and samples. call your Fort Howard distributor or 
write Fort Howard Paper Company, Green Bay, 








r Tissue pleases home tissues... 
They It will pay you to cor 


est 1000 


f Wisconsin. 


~— Fort Howard Paper Company 
Green Bay, Wisconsin 


America's most complete line of p lowe/s, tissues and napkins 


‘Little things affect peoples’ 
attitude toward you’ 





NEWS DIGEST 


Panel Stresses Radiation Dangers During Childbearing Years 
Increase for Philadelphia Blue Cross Is Criticized . Michigan Doctors Approve 


New Blue Shield Outpatient Benefits 


Radiation Danger Highest During Childbearing 
Years, Roentgen Ray Society Panel Emphasizes 


WASHINGTON. D< 


nifeste 


as an increase in the present types of 


abnormalities,’ Dr. Glass said in lead- 


ing to his conclusions There is no 


sign of a threshold dose below which 


mutations are not produced,” he added 


The use of an adjustable diaphragm 


18 


. proper 
adaptation 

ites before fluoros- 
of the proper 

in life span is propor 
} 


ition received, 


Hospital Pharmacists 
Name Two New Officers 

WASHINGTON, D< Robert ( 
Bogash, chief pharmacist Lenox 
Hill ospital, New York, has been 
nat resid el he American 
nacists. Clif 
il 1¢ VICE pres! 

Mr Lati ylais 1S 
the audit of pharmaceutical 

] 


spitals, which is being 
through the division of 


hospital pharmacy of the American 
Pharmaceutical Association 


American Society of Hospital Phar 


and the 


macists 

Mr. Bogash and Mr 
be installed during the society’s annual 
meeting, to be held in Los Angeles in 


April 


Latiolais will 


assistant 


Proposed Rate 


Pharmacists Elect Two New Officers 


Insurance Commissioner 
Orders Hearings in Blue 


Cross Rate Controversy 
PHILADELPHIA 


Inve Stivati 


Cross 

open to all interested parties 

1 to the public, Commissioner Smith 
j 


11d 
When the hearings take place a 


representative vovcernment 
of Philadelphia I] mn hand “in 


the interests of public 
Mayor Richardson Dilworth explained 


The mayor ordered city 


dispute 


intervention 


in the rate because more than 


7000 city 


Bl ie Cross, he said 


employes are enrolled in 


fully 
Imstances sur 
Mayor 


increase 1S 


The city desires to explore 
and fairly all the cir 
rounding the proposed increase 
Dilworth declared. “If any 
learn facts 


warranted after we all the 


the city will not oppose an increase 
as such 

However, I have asked City So 
licitor David Beérger to make a full 
and complete examination of the op 
Blue Cross, including ac- 
tual costs, methods of auditing, and 
the manner in which Blue Cross re- 
imburses hospitals for services per- 


(Cont. on Page 134) 


erations of 


formed 
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KEEP CONDUCTIVE FLOORS...CONDUCTIVE? 





SANITATION 


( 


There is a man who knows the answer to these 
questions, and any others you may have regarding 
youl hospital sanitation and maintenance program. 
He’s your Huntington Representative. 


PRODUCTS | The Man Behind the Drum! 


Write for his name, today. 
He’s at your service, without cost. 











4 
HUNTINGTON &) LABORATORIES 


INCORPORATED 


Huntington, Indiana . ° Philadelphia 35, Pennsylvania ° * Toronto 2, Ontario 
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Michigan State Medical Society Approves 


Increased Blue Shield 


MICH.—TI}1 
Mic 


years Wa 


GRAND RAPIDS 


Outpatient Benefits 


BUILT TO LAST A LIFETIME! 


P-H Quality Refrigerators 


= wy eo a: 


; | gp 
——i 


Model 40-4 Pass-Thru Self-Contained 


Genuine Porcelain 


ONLY P-H GIVES YOU 
ass THESE FEATURES 


Exclusive ‘‘Grad-U-Matic’’ and Dual 
Fan Mullion Ccil cooling systems 
assure positive cooling top and bot- 
tom. 

Choice of various combinations of 
Porcelain, Stainless Steel and Alumi- 
num finishes — exteriors also avail- 
able in colors. 

Heavy Electric-Welded Steel Frame 
Construction. 

34%,” to 4” Vapor-proofed Fiber- 
glass Insulation. 

All Mullions Protected From Sweat- 
ing. 

Heavy Duty Condensing Units pull- 
out for cleaning — all units tested 
15 to 24 hours with operation chart. 
Optional Vap-O-Matic Drain re- 
quires no plumbing hook-up. 
Interchangeable Interior accessories 
include adjustable Shelves, Salad 
Tray Racks or Bun Pan Slides 
Complete Sales and Field Service in 
every state. 


and Freezers 


A feature by feature comparison will 
prove to food consultants, architects and 
food management that Puffer-Hubbard 
Refrigerators and Freezers are superior 
in many ways. Their lifetime construc- 
tion, modern streamlined appearance 
and many convenience features make 
them the ideal refrigerators for schools, 
restaurants, food stores, bakeries and 
institutions. It will pay you well to in- 
vestigate P-H Refrigerators before you 
specify. 


or Stainless Steel Finish 


| — eg ee 
| se 
i 





Model 66-3 Self-Contained 
UL Approved 


Also AVAILABLE —A complete line of 
Reach-In, Pass Thru and Salad Refrigerators 

Upright Storage Freezers Baker's 
Freezers and Dough Retarders Two- 
Temperature Refrigerators . . . 22 to 96 Cu 
Ft. Capacities ... Dry Beverage Coolers 
and Walk-In Coolers and Freezers. 


Write For Literature Or See Our File In Sweets Catalog 


“""~\ PUFFER-HUBBARD REFRIGERATOR CO. 


(PH 


aes f 


GRAND HAVEN, MICHIGAN 
EXPORT OFFICE — PUFFER-HUBBARD INTERNATIONAL 
440 Lafayette St., 


New York City — Cable ‘‘MANREFSUP” 


leductible 


S100. Dr. ¢ 


m«¢ dical 


ussion of the 


rCOTL 
SOcICcTy 


survey before the 


The 


re Slagle 


rather than $50 


president 
said, in a dis 


hous¢ 
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INTRODUCES A NEW LINE 
OF WET-DRY VACUUM CLEANERS 


Designed with a host of efficiency features for fast, eas 
pickup of dust, dirt and liquids cleaning everything 
from floor to ceiling. They're user-inspired features, based 
on a survey that told us just what you want in a vacuum 
cleaner. And only Clarke has them 

- Stainless Steel Tank «+ Big, Easy Roll Wheels - 
Feather-Touch Switch * Quick-Connect Hose Coupling 
* Automatic Shut-off Valve « Easy Lift Clamp Handles 
* Job Designed Turbines + Correct-Height Handle > 
Wire Tool Basket + Revolutionary Air Disposal + 
Polished Aluminum Head + Automatic Blower Con 
nection + New Job-Designed Tools 


SEND TODAY FOR BROCHURE 


ON NEW CLARKE WET-DRY VACUUM CLEANERS 


Tells all about the new line, the many new features, 
and shows you why time-and-labor-saving Clarke vacuum 
cleaners are the most outstanding buy in the maintenance 
field. Send coupon 


Nome 


Individual 


iii larke SANDING MACHINE COMPANY 


5211 E. Clay Ave., Muskegon, Michigan 


Dept. 5211 Authorized Sales Representatives and Service Branches in Principal Cities 
Distributed in Canada: G6. H. Wood & Co., Ltd., Box 34, Toronto 14, Ont 


5, November 





he survey indicated $2500; $50 tor those with incomes per cent in Michigan Blue Cross-Bluc 
definite public ac between $2500 and $5000, and $75 Shield rates also was approved in Jul; 
deductible plan were tor those with incomes between $5000 by State Insurance Commissioner 
and $7500. The fee for subscribers Joseph A. Navarre 
ecified that the r with incomes above $7500 would be was ; 


+ 


subscriber under the result of agreement between pa benefits 


he Time report October 


Number of Internships 
Offered Up 31 per Cent 
in 10 Years, A.M.A. Says 


CHICAGO | P 


+ 





PRATT LAMBERT 


, @ 

| int N an 

Lyt-all 

| FLOWING FLAT HOW TO AVOID INCONVENIENCE? 
Use Pratt & Lambert New Lyt-all Flowing 

Flat. Easy to apply. Dries quickly. There’s 

no painty odor. Rooms rapidly painted, 

soon put back in use. 





INDIAN TURQUOISE |, 


HOW TO SAVE MONEY ? Use Pratt & Lambert New Lyt-all Flowing 
Flat, a superb alkyd flat enamel. It hides so well, spreads so far, 
handles so easily it saves time and material. It dries to a smooth, 
durable finish that can be washed repeatedly. 


HOW TO CREATE BEAUTY? Choose from the beautiful, exclusive, 
Calibrated Colors available in Pratt & Lambert New Lyt-all Flowing 
Flat. They are modern and distinctive; harmonize perfectly. 


For free color charts or for practical suggestions by a trained 
representative, please write Pratt & Lambert-Inc., 75 Tonawanda St., 
Buffalo 7, N. ¥. In Canada: 254 Courtwright St., Fort Erie, Ont. over the preced 
said. This training was off 


approved hospitals 


= The percentage of available intern 
; PRATT « LAMBERT-1Nc. 7 ship a es pe sola did in 


: ou ™ 1956-57 remained the same as that 
A Dependable Name in Paint since 1849 


NEW YORK @ BUFFALO e CHICAGO e FORT ERIE, ONT. 


of 1955-56. Respectively, they were 
83 and 81 per cent filled 
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CATERPILLAR ANNOUNCES 


Another self-regulated electric set 
in the world’s most advanced line of diesels 


D337 | (D326 | ~D3 D318 | D315 | D315 ; D3ll 
60 KWt cy yw 40 KW? 30 KWE 


D342 
100 KW, 150 KWi 100 KW 


New 9353 


vout the new D353 and 

Sets. see your Caterpillar Dealer. Let 

him show you how diesel leadership. based on a quartet 
century of experience. engineered the modern heavy-duty 


electric sets of tomorrow. 
THE NEW CAT D353 ELECTRIC SET ENGINE 


is a six-evlinder. valve-in-head turbocharged diesel. Its four- 
evcle design delivers the long. effective powe! stroke that 
eflicient use than other tvpes of engines. 


puts power to more 
adjusting. and it operates on 


ill the advan- é 
Its fuel system requires no 


of fuels including premium diesel fuels as wel! 


1] ; a wide range 
ISI\ OF \) loads . 
as low-cost No. 2 furnace oil. For round-the-clock. low- 


he adjusted , - . 
cost electric power vou can rely on the D353 Electric Set 


enerators In a singte 


tage. The simple - i , erg 
Caterpillar Tractor Co., Peoria. Illinois. U.S. A. 


parts at d provides regulation 


within 3 of rated voltage. The adjustable voltage 

droop makes it easy to ron with other generators Cc AT So x oe i L LAR 
Whether you need origina! or replacement power. it *Caterpillar and Cat are Registered Trademarks of Caterpillar Tractor 

is worth vour while to look into the advantages of 

Caterpillar Electric Sets. Theyre available up to 350 KW 

continuous duty). with a choice of air or electric auto 

matic start-stop and manual air, electric or gasoline start- 

ing. They provide virtually anv kind of power 


including AC or De ind 50 or 60 evele What's more. 


you need. 


thev are available in all the usual voltages 


Vol. 89. No. 5. November 957 





: = Y, 
AT RHODE ISLAND HOSPITAL I 


Working together as a team. Lamson’s Selective Vertical Conveyor 
and Automatic Airtube® System speed communication of requisitions 
and other paperwork, central supply room items, laundry packs, drugs, 
lab. specimens and medical records through the Rhode Island Hospital. 

Urgently needed drugs, supplies, linens, etc.. are requisitioned 
‘round the clock without having nurses leave their stations, by means 
of a 29-station Airtube System. 28 more stations have been provided 
for to service future additions and remodeled buildings of the hospital. 

To assure speedy delivery of these items through 11 floors of the 
new main building, the Selective Vertical System carries them auto- 
matically from central supply areas to the nurses’ stations. 

Integration of these Lamson systems has allowed Rhode Island 
Hospital to combat the increased costs of operation without lowering 
its rigid standards. First of all. the systems allow nurses and their aides 
to devote their full time and energies to the care of their patients by 
saving them literally thousands of steps a day. Second, they provide 
faster service at lower cost than can be performed manually. Third, they 
establish a “level workload’”—a steady and uniform amount of work 
throughout the day, eliminating peaks and valleys. 

Why not talk over your transfer-of-materials-problems with a Lamson 


engineer? He'll show you ways to cut costs and improve service. 
LAMSON CORPORATION 


| 
126 Lamson St., Syracuse 1, N. Y. | 
| 
L 


] Have an engineer cal! me for an 
oppointment 
Send me these bulletins 
“Lamson Selective Vertical Con- 
veyors”’ 
“Airtube on Target” 
: a ‘Automatic Airtubes System” 
Plants in Syracuse and San Francisco [_] Hospital Case Histories 
Offices in Principal Cities ‘ 


Valuable Information! Clip to Your Letterhead 


126 


Pathologists Cite Need 
for Better Salaries for 
Medical Technologists 


New ORLEANS One of every 


three hospital laboratory benches 
either 1s empty oF 1s Oc¢ ipied by an 
inadequately trained technician 
William O. Russell, cha 

National Commiuttec for 

Medical Tect NOlOLY 


} 


Dr. Charles Larson (I.) of Tacoma, 
Wash., new president of the College of 
American Pathologists, congratulates 
Dr. Frank Coleman of Des Moines, 
lowa, on his election as vice president 


sociation, bringing the total number 
of students in these schools to l 
000, he said. However, of the 
medical technologists certified as fully 
trained by the American Society of 
Clinical Pathologists and registered at 
the Board of Re gistry of Medical Tech 
nologists, only about 18,000 are work 
ing, Dr. Russell noted 

Also speaking during the panel 
mecting on medical technologist r¢ 
cruitment and training was Dr. Henry 
W ollenweber, who pointed to salaries 
as being a crucial factor, citing 
1956-57 Department of Labor statis 
tics for 10 cities. He stressed the fact 
that, while the averages were based on 
the earnings of registered medical 
technologists or their equivalent, they 
did not include supervisory personnel, 
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TO EASIER 
FLOOR CLEANING 


MOPPING 
v EQUIPMENT 


And lower cleaning costs, too! When you use 
WHITE Floor Cleaning Tools you can be sure 
of years of service from your mopping equip- 
ment because WHITE builds only quality into 


Good rule for hospitals: ; every one of the 252 cleaning tools sold under 
fine products...fine casters 





one brand name 





Add two more fine products to the already long and still growing ii SEND FOR 

list of hospital equipment on Bassick Casters } J CATALOG NO. 156 
Above on big rubber tired Series “69” Bassick casters is the 

Invalid Walker made by the Invalid Walker and Wheel Chair At left: The 

Company of Long Beach, California. Below Hard Manufacturing : Mopmaster Double 

Company's No. 1415 Bed with the famous GG adjustable spring Outfit made in 

rides on Bassick special hospital bed casters | : four sizes 


Bassick casters roll smoothly, swivel easily, protect floors and Below: The Tym- 


stand up to long hard service. Look for them as your assurance of ' q “ : saver Single Outfit 
i , i 2 ; ae , made in four sizes 


quality on all kinds of hospital equipment you buy 

There's a Bassick caster for every kind of hospital moving job. 
You'll find it in catalog HPF-57: check with your distributor or 
write to: THE BASSICK COMPANY, Bridgeport 5, Connecticut. 
In Canada: Belleville, Ontario rs 








WHITE MOP WRINGER COMPANY 
9 MOHAWK STREET @ FULTONVILLE, NEW YORK 
mongol CANADIAN FACTORY: PARIS, ONTARIO, CANADA 


MAKING MORE KINDS OF CASTERS " - ° 7 
é ae eaesmeaine The ONEcomplete line of floor cleaning tools 
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For FAST toasting— 


to avoid 

food service 

delays... 
there’s no substitute for 


7 


Savory’s automatic toasting operation 
makes food service faster 

easier and more economical because 
there’s no wait for loading— 

no delay in toast delivery 

In hospitals, schools and institutions 
where rigid meal schedules must be 


maintained, a Savory toaster keeps pace 





with demand by providing 6 to 12 slices 
of fresh hot toast every minute 

—and Savory toasters are sturdy 

and easy to clean, too 

Made of gleaming stainless steel 

they'll serve you for years 

Ask your Kitchen Supply Dealer 


for details, or write 


EQUIPMENT, 


Savor INCORPORATED 
120 Pacific St., Newark, N. J 


Drs manual indel, Ann 
Barnes, and Frederi wX 


Preston 


of Mount Sinai Hospital, Veterans 


Administration Research Hospital, and 
Northwestern University 


yathologists met 


Chicago 
} 
and panel dis 
long gather 

+ 


il session OT 


irly meeting 
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The Man With The Lily Plan plays the numbers! 


ial 


ctronies hely = The Mar With the dessert Lily created a mood. a th ichneeryv, bright. 


paper servi ign. construe- matched service that i peal of food and drink 
owing con Best of all. Lily a l ‘ to serve smartly 
nd sizes of portions quickly. safel t Le ost hi la setting ends costly 
hinking whenever a new scraping, un ind ori! lates. cu glasses. bowls 
icement 

ft. light! 

ne! And 

ods can be pre-prepared in 


slack periods 


Naturally vou'll want more con 


crete information. We've anticipated 

some of your questions and have the 

; \ answers plus a FREE Sample Place 
ct-fit tray cover to tiny creamer . : ail . Setting Kit. Write us at 


7 Cup Ce ition, 


VH- ne 
ontainer and plate for every e \ bs ' 


1e ideal size and shape 
thing from appetizer to, and through, 
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Health Insurance Group FOR FAST SERVICE 
from COMMUNITY Requires Members to Accept CONTACT THE FABRILITE 
Ethical Standards Code DISTRIBUTOR NEAREST YOU 


New York.—The recently adopted LISTED BELOW: 
ide of ethical standards of the Health ' 
has Bir 


ALABAMA 

Montg ery 

Insurance Association of America gha 

been produced | ARIZONA 

' Phoenix 
innounced last n 

a CALIFORNIA 

nine points of « Py , 


i condition of 


hospital 
furniture 


3 Fra 
et COLORADO 
the following Arvat 


issociation Each 


CONNECTICUT 


nly insur providing 
, New | 
and real p! 
~ 1} , DISTRICT OF COLUMBIA 
sucn iOSS as 1 Policy < [ Wa , 


CREATED nic 
TO MEET — i dak eek 4) Gee 
THE DEMAND aap 


for a more ™ a pais - a = piconet 
FUNCTIONAL scan ite “aha Galle cok nena 1 

OVERBED nderstand | Chicago 6 

TABLE wo | : pneyeo w% Baer : - : mene 


KENTUCKY 
I ville He 
LOUISIANA 
New riea 
MASSACHUSETTS 
Boston 14 A 


MICHIGAN 


Detroit 8 f 


MISSISSIPPI 
1S, interest and Jack w 
} ner om } NEW YORK 
le pe;©rs ns nsule¢ K P 
establish New Y 


R 
NORTH CAROLINA 


OHIO 


the “GIBRALTAR” elisbility of the insurer. =| aot 
&, ais ut OKLAHOMA 
ten 8 
With Parner? 
ony a I ntact In order to meet tl ( chang PENNSYLVANIA 
features ie Philadelphia € 
including © Baocce int ee 


the protection 


Pit 


Wilke P 
TENNESSEE 
t nee if a reason ible price Mempt 
* Exclusive safety stop on The ealth Insurance 


itt 


vanity. timate that total health insurance 


* Largest top surface, 15” x 36”. benehts paid out this year by in 

; surance companies, Blue Cross-Bluc 

* Remarkably easy to raise or ; : " ' 
shield ind other plans Will total 34 


lower. ss ; : , 
billion, as compared to $3.6 billion in at Lake City 

* Recessed handle. WASHINGTON 
aabihe uaet 


kane B.W 


Write for New, Illustrated, Inform- WISCONSIN 


ative Catalog of the Complete Com- New Mental Health Grant Milwaukee 
munity Line ian 

SERVING THE NEEDS OF CAMBRIDGE, MASS T he Joint 
HOSPITALS FOR 21 YEARS Commission on Mental Illness and 


COMMUNITY METAL Health has received a $60,000 grant 


the Rockefeller Brothers Fund — 


PRODUCTS CORP. ee ae aa 


1213 Circle Avenue ~ of the role of religion BETTER THINGS FOR BETTER LIVING 
Forest Park, Illinois tal health ... THROUGH CHEMISTRY 
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Announcing a new Du Pon Hic pattern 


featuring House and Garden colors 


Long-wearing, elastic ‘‘Fabrilite’’ in stay-clean 


pastels and deep tones for every décor... 


your furniture looking bi 

new for years... gives you soft 
ort, too. Find out about the won- 
derful range of colors in Santa Fe... ask 
vour distributor for this new pattern in 


I 
Du Pont “Fabrilite.”’ 


4 CONTACT YOUR NEAREST DISTRIBUTOR SHOWN ON OPPOSITE PAGE. 


There’s no vinyl Ol] DiINT 
upholstery like — 








SEND 
COUPON 
TODAY 


for illustrated 
folder containing 
full information on 
the Motorola Radio 
Paging System and 
cpplications. 


NAME 


HOSPITAL 


ADDRESS 


ciTy 


MOTOROLA COMMUNICATIONS & ELECTRONICS, INC. 


45 


Operator pushes proper t 


| MOTOROLA 


‘ 


radio paging systems 





A SUBSIDIARY OF MOTOROLA, INC 


15 AUGUSTA B 


ULEVARD ¢ CHICAGO 


51, ILLINOIS 





STATE 


Dr. Walter Urges Special 

Dis'nfecting Precautions 

During Asian Flu Crisis 
ATLANTIC Criry, N.] I] 


Dr. Carl W. W 
\ 


Flu-Like Illness Kills 9 
at Dixon State School 


LDIxo \ 


Chronic Care Wing Opened 
WATERVILLE. MAINI 
Hospital recently dedicated 


iddition here to be 


Thayer 
‘ bed 
sed 


ind r habil 


itation services tor the chronically ill 
Phe $550,000 wing was partially fi 
nanced by a government grant. Thayer 
Hospital was the first small hospital 


in Maine. and on 


Nacion Oo. 


of the first ino the 


ich a grant 





wma othe: debilitating Conditions 1Creas¢ thre patient's requirements 


| | by] 
oOvidies a Dalancecd comprehensive formula im a Stable 


C.. Berocca-¢ })! 


injectable fon READY FOR IMMEDIATE USE. 


Berocea-C is time saving. for TT MAY BE ADDED TO INFUSION 


ro Slow Intravenous myectlon: tt Comes in labor- 


FLUIDS, or given by intramuscular 
saving *color-break” ampuls: and IT Is ECONOMICAL. 


Supplied Berocea-C, 2-c¢ ampuls, 20-ce vials 
/ 


Berocca-C. 500 duplex ampul package s. boxes of 50. 


Fach 2-cce ampul of Berocca-C contains thiamine HCl 10 me. riboflavin 10 mg. niacinamide 80 mg, 
HCl 20 me. d-panthenol 20 mg. d-biotin 0.2 mg and ascorbic acid 100 mg. When higher 


() are desired. use the Berocca-¢ 


DPVILCGONIINE 
i 


500 duple X pac kage containing a 2-cc ampul of 


amounts of vitamin 
Berocea-C plus an additional 2-ce ampul of vitamin C injectable 400 mg 


ROCHE LABORATORIES 


INC «+ NUTLEY 10 ¢ N. J. 


DIVISION OF HOFFMANN-LA ROCHE 


=] a celerey:¥ at Oi AND 
|=] =I Le] of oF: oun e]e) 
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Hospital Industries Group een tuncuoning 

Elects Harris L. Willits, Reelected to tl 

Presents Annual Awards vere Regina 
ATLANTIC Crry. NJ Harris | Kennet! 


This is 


PURE 
LATEX 


the finest material from which 
surgical tubing can be made... 





DSS 





If Your Tubing Requirements 


Include: e Flexibility 
Strength yet lightness 
Air tight connections 
Resiliency 
Chemical resistance 
Safety (Non-Toxic) 
Repeated use 
Economy 


Specyy 
PURE LATEX TUBING 
by 


Available from your dealer in 6 standard 
surgical sizes and 24 laboratory sizes. 


Nickel Co., In xhibit as best in 
less than (M) square fect group 
\ special award was presented 
the jointly sponsored Infant Formula 
Center in which the following organ 
izations participated AS. Aloe Con 
pany; Atlantic Alloy Industries, In 
Davol Rubber Company. Franklin ¢ 
Hospi Pictures 
Klenzade Prod 
Con 


Officers of the Hospital Industrie: 
Association, |. to r vice president 
and treasurer, Robert H. Brown; exec 
utive director, William E. Smith: pres 
ident, Harris L. Willits; vice president 
and president-elect, R. F. Simons 


Division of Stanley 


NU Alumni to Establish 
MacEachern Memorial 

ATLANTIC Clty, N.] Paul 
Keiser, administrator of Burlington 
Hospital, Burlington, lowa, was named 
president-elect of the Alumni Associa 
tion of the Program in Hospital Ad 
ministration, Northwestern University 
it the group's meeting held last month 
luring the A.H.A. convention 

Carl Nusbaum, executive director 
of Rest Haven Rehabilitation Hospi 
tal, Chicago, was named secretary 
treasurer 

The association voted unanimously 
to establish the Dr. Malcolm T. Mac 
Eachern Memorial Room and appro 
priated $7000 for this purpose, of 
which $2000 is to be paid now and 


the rest in the next three years 
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Our business 


is communieations 


You can rely 


on Sperti Faraday to speed the flow of eoods and 


services in all stages of production and in all walks of life. Pio- 
neers in industrial. commercial and institutional signaling systems, 


Spert Faraday precision et rineered products meet today’s need 
for maximum efficiency in audible and visual communications. 
or information on how Spert Faraday engineering can help 


increase efficiency while lowering your cost of communications, 


write to Spert Faraday. In Adrian. Mieh. In Canada. 
Sperti Faraday. Ltd... Montreal 


write 


VISICALI 


t 


Fe y} Inquire today about these Sperti 
ahaday RL. Faraday engineered products. 
Designers and Producers of Visual and Audible Signals Since 1875 


Adrian, Michigan 





Offices in 36 principal cities in the U.S. A, and Canada 
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medical science, in which radiology has 


played a major part, said Dr. Robert 


Roentgen Ray Society 
Hears Discussion on 
Hazards of Radiation 


‘ _ 
From Page 118 ine, San Francisco 


Stone, professor of radiology at the 
University of California School of Medi- 
He also said that, 
radiologists in stating the amount of exposure in 
is do not roentgens, too often no statement ts 
ide as to the size of the area whicl 

] is been exposed 
Braestrup, 1 lia \ 
Francis Delafiel screen, through 
New York, told the passed to reach the film, was given by 
reports concerning the di Dr. Michel 
be evaluated physicist at the Mallinckrodt Institute 


ot Technology, St 


lescription of in mntensifying 


which x-ray beams are 
radiation 


Te f Pr )£ pK sslan 


Louis. The screen 


*name on request 


“Of the $18,000 worth of Weck Instruments we 
purchased a year ago, only two have needed repair” 


“Quality”, “Strength”, “Durability’”’ are merely words 
in the dictionary until and unless their meaning 

is interpreted in terms of service day in and day out 
service in use — and abuse! 
“Durability” is only one reason why Weck 

Surgical Instruments have earned the preference of both 
surgeons and administrators everywhere. 


67 years of knou ing how 


wecK EDWARD WECK & CO., INC. 135 Johnson St., Brooklyn 1, N. Y. 


Manufacturers of Surgical Inst) umentse Hospital Supplie seJnstrument Repa iring 


132 


makes possible a shorter length of ex 
posure time 
Panel moderator was Dr. Edith H 
Quimby, radiation physicist for Co 
lumbia University's College of Physi 
cians and Surgeons. She noted that the 
really tremendous difference between 
ody damage to the exposed indi 
ial and the possible genetic damagy 
to the race has not been made clear 
so that people beyond the childbear 
ing age object to dental x-rays or to 
examinations of broken bones The 
radiologist, who is well aware that he 
is working with a dangerous tool, is 
likely to be impatient with this atti 
{e snc added 
In summing up the panel discussion 
Dr. Richard H. Chamberlain professor 
of radiology at University of Pennsy] 
vania Graduate School of Medicine 
noted some of the recommendations 


not been made by the panel 


did not isk that 


any specifi 

be prohibited state that 
are too many radiological exam 
; 


ations or that the total number shoul 


¢ { adv ISC 


that radiologists and 

r <O workers should NAVE CXCCSSIVE 
concern for their longevity, or request 
that every individual carry a diary of 


all man-made radiation ex posure 


ATTEND REFRESHER COURSES 


In addition tO a complete look at 
information about hazards and pro 
tection, doctors attending the four-day 
meeting listened to more than 40 
scientific papers on the diagnostic and 
therapeutic uses of radiation in medi 
cine, attended nearly 30 postgraduate 


instructional courses to “refresh” them 


in their practical, day-to-day medical 
procedures in this specialty, and looked 
at more than SO commercial and 45 
scientific exhibits 

Dr. Eugene P. Pendergrass delivered 
the Caldwell Lecture at the society s 
1957 meeting. His subject was “At 
mospheric Pollutants and the Radi 
pist 


Dr. Pendergrass is professor of radi 
ology, University of Pennsylvania 
Graduate School of Medicine 

Dr. Barton R. Young of German 
town, Pa., was named president-elect 
of the society. Other officers are: sec 
retary, Dr. C. Allen Good, Rochester 
Minn; treasurer (reelected), Dr. Rob 
ert K. Arbuckle, Oakland, Calif., and 
chairman of the executive council, Dr 
Wilbur Bailey, Los Angeles. Dr. Wen 
dell G. Scott of St. Louis assumed the 


office of president 
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spital-Ceiling 


4 ie Ps 


to Compare with... => 


The BURGESS-MANNING 
I Xolel(olal am Vaeltrtitae] | 
Ceiling 








The only completely integrated 
Radiant Acoustical Ceiling 


Completely modern, but years beyond the experi- 
mental stage, the Burgess-Manning Radiant Acoustical 
Ceiling has been proved in many installations in 
hospitals, schools and commercial buildings. 


It is the perfect ceiling for the hospital, where 
human comfort is the primary consideration. 


The Burgess-Manning Ceiling does not depend on 
air movement for heat transfer, hence there are no 
drafts. The floors are always warmer than the room 
temperature. The response to temperature controls is 
practically instantaneous, with no lag or overrun. 
Temperatures are practically uniform from floor to 
ceiling. Patients feel comfortably warm, even at lower 
than average room temperatures. 


From the standpoint of economy, Burgess-Manning 
Radiant Acoustical Ceiling is equally efficient. With 
direct contact between coils and radiant panels, 
maximum heat transfer efficiency is attained with 
substantial fuel economy. Maintenance costs are low- 
er. The absence of radiators, ducts, etc., means more 
usable floor space and lower initial accommodation 
costs. 
From the standpoint of comfort and efficiency, 
Your Building is Better there is no comparison with the Burgess-Manning 
Radiant Acoustical Ceiling. 


Your Building Budget no Bigger 


BURGESS-MANNING COMPANY 


Architectural Products Division 
5970 Northwest Highway, Chicago 31, Ill. 


Write for Catalog No. 138-2M 
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PUT NEW LIFE 
_éala YOUR CUSTODIAN 


with Geerpres 
Mopping outfit for 


mops to 24 oz. Geerpres wringers baby 
mops while they wring them dry 
Powerful interlocking gearing 
smoothly squeezes water out without 
splashing. Mops never need to be 
twisted and enclosed moving parts 
never tear mop strings loose 


Electroplated wringers and galvanized or 


stainless steel buckets end rust—last for 
years. No wasted effort pushing Geerpres 
t 


buckets around—they roll at a touch on quiet, 


rubber-wheeled ball-bearing casters 


Take it €asy On your lOp n yourself. Get 
Geerpres mop] Single and 
twin-tat ICCESsOries 


Ask your 


WRINGER, INC. 


P.O. BOX 658, MUSKEGON, MICH. gums 





Hospitals recognize TURN-TOWL economy 


LV, VA past months, prominent hospitals in Altoona, Pa., Colum 
bus, Ohio, Manchester, N.H., Houston, Texas, Wilkes-Barre 
Pa. and Rochester, N.Y. have switched to Mosinee Turn-Towls. They 


recognize that pure soft 
ba als M 

wood fibre Turn-Towls and nem THIS COUPON TODAY vs 

controlled Turn-Towl dis BAY WEST PAPER COMPANY | 

pensing cabinets cut towel 1118 West Mason St., Green Bay, Wis I 


Please send me the free 





T Tow! Kit with f 


consumption so that wash 
room towel costs drop 


sharply 


BAY WEST PAPER CO. 
GREEN BAY © WISCONSIN 


f Me ee Paper M 


| f 


Adadre 








! 
ae ee 


Protest Rate Hikes by 
Philadelphia Blue Cross 


Cor From Pave 118 


CILV S Partie Ipa 
will be tO de 
we can fight for 
llow the 
their 
time 
subscribers 
classes ot subscribers fairl) 


Samuel B. Hadd 


Hospital Representatives 
Named to Liability Group 
CHICAGO.—Ray E. Brown, Dr. A 
H roeschel nd James 
1 as hospit 
representative te joint Americat 
Medical Association-American Hos} 
tal Association Committee to formulat 
joint medical professional ltabilit 
vention progr 
Mr. Brown 1s a past presid 
A.H.A. and superintendent of th 
versity of Chicago Clinics, Chi 
Dr. Groeschel is associate it 
Society of New York Hospital 
York and Mr Ludlar is the 
counsel tor the Calitornia Hos 
Association, Los Angeles 
Representing the A.M.A 
Joseph I Sadusk Oakland 
Chairman nit 
Close Hes 
William M 
Utah. The gr 


here October 


Unite Four Hospitals 

NEWARK, N.] Four Newark hos 
pitals have been consolidated into 
single corporation, effective Jan 
1958. The new institution, known as 
United Hospitals of Newark, will 
comprise Presbyterian Hospital, Hos 
pital for Crippled Children, Babies 
Hospital, and Newark Eye and Ear 
Infirmary 

Initially, the units will operate in 
the present hospital plants; but it is 
hoped that they may be brought to 
gether in one location when and as 
funds become available for erecting 
and equipping more modern hospital 
buildings,” hospital officials stated 
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This new 6-inch Fan gives Purkett 
Conditioning Tumblers about 20% 
more air...speeds up production 


Purkett’s 72° PCT* in loading posi- 
tion with vented doors swung clear. 
Handles 250 Ib. load easily. Works 
automatically so thot there is no 
interference with continuous opere- 


tion 





it hos now reversed itself to un- 
loading position . . . notice break 
in blower duct. Automatic timer tells 
when it's time to unlood ond push 
button control does it automatically. 


“  PURKET 
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Provides more drying in 
the same length of time 
with shorter tumbling 
time possible. 


A 72-inch 12-ring Purkett Pre-Drying 
Conditioning Tumbler with the new 6- 
inch fan, delivering 2,000 cfm, the larger 
1% hp. motor and larger duct, will defi- 
nitely improve your flatwork and garment 
conditioning operations 


It will be possible for you to obtain the 
same amount of drying with a shorter 
tumbling cycle or more drying in the 
same amount of tumbling time you are 
now using 


This is just one more example of how 
Purkett keeps far ahead in the develop- 
ment of superior conditioning equipment 
The many features of their tumbler are 
described in a folder which will be sent 
gladly upon request 


Free Consulting Service 


Ask for a Purkett engineer to consult with 
you on your special problems. He is a 
specialist in linen and garment condition- 
ing of course there is no cost or 
obligation to you 


Unloading position from ironer side 
showing powerful 6” blower, also re- 
movable cleaning ‘‘door’’ to get to 
coils. Tumbling action speeds up 
ironing by eliminating costly manual 


shakeout; the goods are in a pre- 
determined condition for better 
ironing. 


If you use the hydroulic or squeeze 
type extractor the 72’ “‘Bigmouth” 
will hondle your needs readily. 


Purket! equipment is sold by ALL Major Laundry Machinery Manufacturers ond by 


PURKETT MANUFACTURING COMPANY 


Joplin, Missouri 
DEPENDABLE PRE-DRYING CONDITIONING TUMBLERS 








COMING EVENTS 





AMERICAN C 
TRATORS t Co re 
Region 9, Chicago . 5 ALABAMA HOSPIT 
a Tus 3 
CONNECTICUT ; 
Light & Power C , - v. 13 AMERICAN 
Shisves " 


New Y 


KANSAS HOSPITAL ASS¢ 
Hotel, Wichita, Nov 4 
MARYLAND.-DISTRICT OF COLUMBIA 
HOSPITAL ASSOCIATION hore 
Washington, D.C., Nov. 6-8 


DELAWARE 


OREGON ASSOCIATION 
gene Hotel, Eugene, Nov. 4, 5 


VIRGINIA HOSPITAL ASSOCIATION, Hote! Char 
berlin, Old Point Comfort, Nov. 15, 16 


Pas 


\ 
\ 
\ 4 


<— 
a 


Vaccine\\ is the FIRST 
VA 


preventive step. 
NOW \ environmental disinfection 
{| * is imperative. 
When the Asian Flu Virus hits the 


hospital, its spread will be rapid and 


relentless. Disinfection of patient rooms 





and public areas is positive action 


the hospital should take to control 





spread of Asian Influenza. 


Amphyl", O-syl*, and Lysol* kill the 
Asian Flu Virus. These wide spectrum 
Lehn & Fink disinfectants also 

kill infectious organisms which 

cause feared secondary complications 


of Asian Influenza. 


If you would like definite suggestions for 


disinfection procedures, please write: 


Lehn & Fink Professional 


445 PARK AVENUE, NEW VORK 22.N ¥ 


SPECIALISTS IN ENVIRONMENTAL ASEPSIS 


OLUMBIA-DELAWARE 


Shorehar 


ASSEMBLY 
N J May 2 


Polio Foundation Would 

Support Construction of 

Nursing Homes: O’Connor 
ATLANTIC City, N.] Tr} N 


hese persons In fie 
ited nursing homes. We now operate 
1 number of regional respirator centers 
which are becoming rehabilitation cen 
ters. We would be disposed to di 


he said 


everything we could 

Asked what advice he would have 
for an administrator contemplating 
such a building program, Mr. O'Connor 
said First he should determine if 
the situation warrants such a building 
It should be financed on the _ local 
level. Such a program, if adequately 


portrayed, will bring public response 
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Weighs only 16!/, Ibs. 


Complete with Yankauver 
suction tube and 
utility wrench 


Cat. No. 100-65 


COMPARE THESE FEATURES 


@ Totally enclosed heavy duty motor... 
requires no lubrication... rubber mounted to 
insure quiet, vibrationless operation 


@ 32 oz. suction bottle 
Perfectly balanced... 
samedi cs. e Simple filtering system...suction gauge 


and regulating valve 


@ Durable finish... Sklar two-tone baked enamel 


LONG ISLAND CITY, N. Y. 


Sklar Equipment is available through 
accredited surgical supply distributors 


wade a de a 
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FOR CARE IN THE HOSPITAL... 


AS FOR CARE IN THE 


"= 4 
‘ _ ~ 4 


J i/4 
, t 7 
j 


MORE DOCTORS ADVISE IVORY 
THAN ANY OTHER SOAP! 


MILD, EFFICIENT, ECONOMICAL — for years and years 


Ivory has enjoved the respect and 


confidence of the medical pro 
fession. It is the soap that 1s used for care in the hospital as well as 
for care at home 

Ivory’s rich, abundant lather cleanses thoroughly, yet 1s so mild 
that it’s safe for even a baby’s tender skin 

If you aren't using Ivory in your institution, give it a trial. You'll 


tind it efficient and economical to use 


PROCTER & GAMBLE 


P.O. Box 599, Cincinnati, 1, Ohio 





ABOUT PEOPLE 


(Continued From Page 73 





Bernard Entman has 
Osition OF assistant ¢ 
of Orthodox 
Aged, Cl ave 


Dray, whe 


Frank P. Mazza 


Frank P. Mazza 


erved 


Paul M. Schmoll, 
ot the Vetera \d tr ti Center 
Farge NLD.. ha een appomted mat 
yy ol he \ enter W Whipple 
\riz. He succeeds Dr. Thomas O. 
Lake, who has retired 


T. P. Hipkens, 
former rehabilita 
tion administrator 
with the Pitt 
burgh office ot the 
United Mine 
Workers Welfare 
and Retirement a 
Fund, has been T. P. Hipkens 
named executive director of the In 
dustrial Home for Crippled Children 


Pittsburgh 


Beatrice K. Palen has been appointed 
assistant hospital administrator 
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art 


mer 


Crystal-clear 


trates deep 


Scrubbing 
- Machines 


Vol. 89. No 


ind provides 








+ Sy hot 


ners and equip- 
and pick up in 
old fashioned methods 


fast-working cle 
strip wox Or scrub ¢ 


needed by 


Multi-Clean TERRAZZO SEALER pene 


3 tough, non-yellowing 
terrazzo colors 


t natural 


Floor 
Machines 


5. November !957 


to keep your terrazzo 


shining 


Surprisingly, the floor care program 
which brings out and preserves this 
full beauty of your Terrazzo or 
Oxychloride floor is also easy and 
economical, 

The scientific MULTI-CLEAN 
MeTHOD has been developed and 
tested by practical floor scientists in 
the laboratory and under all types 
of traffic conditions. It is designed 
to save many hours of maintenance 
time and many gallons of materials. 

It calls for the right materials, the 
right equipment, and the right tech- 
nique. 

If you have Terrazzo or Oxychlo- 
ride floors, it will pay you to inves- 
tigate the MuLtTI-CLEAN METHOD 
and the savings you can expect 
when you adopt this modern pro 





MULTE 


like this...the easy way 


gram of floor care. 

For further information, call your 
Multi-Clean Distributor. He’ll ex- 
plain the MEtTHop and help train 
your maintenance personnel. Or 
write Multi-Clean Products, Inc., 
St. Paul 16, Minn. Ask for your free 
copy of bulletin titled ‘*The MuLtI- 
CLEAN MetTHOpD For Maintaining 
Your Terrazzo or Oxychloride Floors’’. 

Other bulletins and films explain- 
ing the MuLtT1-CLEAN METHOD for 
initial treatment, low cost daily 
maintenance, and restoration of old 
asphalt tile, concrete, 
rubber tile, vinyl tile, 
and gym floors are also 
available upon request. 

You'll be under no 
obligation 


Vacuums 


2 MULT) CLEAN 
— 


EE 


Oo wat 


Floor Finishes and Cleaners 





ot ng service at Crouse the Hopkinsville hospital, will Ste. Marie, Mich. Mr. Lehwald suc 
Hospital, Syracuse, N.Y Miss is a staff physician. ceeds Audrey Shade, R.N., who re 

ilen received her nursing degree tron William Kersh has been appointed signed after 10 years of service t 

Mary’s Hospital School of Nursing, superintendent of Memorial Hospital, ike an extended vacation 

chester, Minn., and her bachelor’s now under construction at Cordell, A. W. Chipman, formerly assistant 
nd master’s degrees trom Syracust Okla. The hospital is scheduled t administrator at James Decker Mun 
STntueeaite. pen next summer. Mr. Kersh alse son Hospital, Traverse City, Mich.. for 
Dr. Robert Guy Blackwelder ha will continue his position as manager eight vears. has been named assistant 

nm named superintendent t West t Southwest sapust Hospital, Man idministrator ot Alpena General Ho 


Hospital. ) Okla | tal. Alpena Mi } 


was superintendent ot Howard B. Lehwald has assumed th Dr 


. Benedict Nagler, 
, a pecenaets o pen a rator at ot I WS \dmunistration’s 

the aged in Sweet Hos} ital, Marquette, Mich e tor livisio Washington, DD. 
Dr. Milton M. ¢ inist — 


sreen, nerly was adr 
uperintendent ¢« County War 


NOW AVAILABLE with the 
remarkable NEW ODELCA CAMERA aa ke ee 


tor of Davidson County Tub 


Hospital. Na h ible Tent 


The pa Soi Te ht 
named administrator of Burnham City 

tandord_ Hospital, Champaign, Il. He succeed 

William B. Robinson, whose appoint 


ment as administrator of Ryburn 


tor 


mortal Hospital, Ottawa, III 
ported in the September issue of 
MoperNn Hosprirat 


Department Heads 
Frances I. Purdy, R.N., has been ay 


pointed director of nursing at Beekman 


Downtown Hospital, New York. Miss 

Purdy, a graduate of the Temple Uni 

versity nursing education program, has 
for Maximum served in variou teaching 
EFFICIENCY illustrated istrative capacities at ses 


and vania hospitals. She has held a number 


ECONOMY Standard IMAGRAPH 


designed for survey or ot ofhces in the American Nurses’ A 
in 


MINIATURE : routine photo fluoro sociation and the National | eague tor 
, 1 scopic examinations, a 
FILM WORK : using 70 mm roll film : 6 ; 

Gen. Clarence P. Canby has been 
appointed director of dental activities 
at Walter Reed Army Medical Center 
Washington, D.( Formerly he was 
chief of the dental service at Letter 


man Army Hospital, San Francisco 
SUPERIOR OPTICS utilizing the Bouwers Concentric Mirror System Archibald C. 


The superb new Odelca Camera enhances the efficient, economical operation which has always Eglin Jr., associate 
marked the Standard IMAGRAPH. Employing ingenious optics based on the use of the Bouwers comtrolier of Jeffes 
concentric mirror system, the IMAGRAPH with the Odelca requires ONE-FOURTH the patient ; 
exposure to x-ray of refractive-lens cameras, yet produces photographic images so rich in detail son Medical Col 
as to permit accurate diagnosi, without magnification lege and Hospital, 
Models available for work in both horizontal and vertical planes, using 70 mm or 100 mm has been a p 


4” x 4°) roll film. Inquiries are invited literature sent on request 
pointed controller 


ANOTHER IMPRESSIVE PROOF He succeeds 
@ Standard Distributors, THAT STANDARD “STANDS OUT!” George M. Ritchie, Archibald C. Eglin Jr 
> t 
located in all principal ci who died in Septemb r Prior to Mr 
ies from coast-to-coast, are 
experienced X-Ray men, , a7 
thoroughly qualified to in- —_— a silastic — was assistant director of the Hospital 
stall and maintain Stand X-RAY COMPANY Council of Philadelphia. 


ard apparatus 1932 N. BURLING STREET, CHICAGO 14, ILLINOIS (Continued on Page 142) 


Fglin’s association with Jefferson, he 
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The TRIMBLE SUCTION and FEEDING TUBES* 
by A.C.M.1. 
FOR USE IN GASTRIC SURGERY 








The Trimble Suction and Feeding Tubes consist of two non-irritating, light weight polyviny| 
catheters of 12 Fr. calibre with multiple openings in the distal ends. A removable cap 
covers the tips of the tubes to facilitate introduction. 

In gastrojejunostomy, the suction tube is used to drain the duodenal and biliary 
secretions and to take pressure off the closed duodenal stump. Additional holes in the 
tube serve to drain the gastric stump. The feeding tube is placed into the distal end of 
the jejunum and provides water, saline solution, glucose solution and a liquid diet. 

In the Billroth | operation, the suction tube is left in the stomach and the feeding tube 


is advanced into the duodenum. 











= FEATURES == 


Drainage of stomach, and proximal and distal loop of jejunum 

Feeding of patient through jejunum 

Refeeding, when thought desirable, of contents of gastric suction down feeding tube 
Stabilization of all three limbs of gastrojejunostomy, reducing possibility of post- 
operative stomal obstruction 

An aid to early intestinal peristalsis 

Avoidance of intravenous therapy 

Non-irritating quality, small size and light weight of tubes 

Simplicity of apparatus 

*Trimble, |. R. and Nouri, J.: A New Technique Combining Suction and Feeding for use in Gastric Surgery. J.A.M.A. Aug. 13, 1955. 


Estastisnen in 1900 % "f= ba Write 

TABLISHED IN 1 qn. lenge 7 BY REINHOLD WAPPLER 

Cat. No. 2712 # F , 
for information 


FREDERICK J WALLACE, President 


American (ystoscope Makers, Inc. 


124) LAFAYETTE AVENUE NEW YORK 59, N.Y 





Continued F1 f 10 personnel relations manager tor Passa ai New York Y.M.C.A. He is 
John R. Busick ha ippointed vant Memorial Hospital, Chicago. He ate of Latayette College and received 


tor of develo nt tor Alexandria previously was personnel director for his bachelor of laws degree from the 


ta \lexandria i to. take 1 manufacturing company for seven University of Richmond Law Schoo 


eting tl I 1d f ng years \t the same time it Was an Dr Richard H 
nsti to! r tn nounced that Audrey Hesser has been Kosterlitz h | ; 
aS cCcn 


; FE] k ippointed director 

. Sha}j » . =- 

, SUCK liny aine ry W ] 

— 5 aine Pur . he ot med i! edu Re Ss 
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~— 


Memorial Hospital, Muncie, Ind 
James A. Betts Jr. has been appointed 
Center, an SUU P 


the newly cre ited post ol director j ’ 
. bed hospita soon 


nihil; ] ley 
ubDlic re tl ane 1e\ p nt t 1 . 
| iwions ind ae elopmen i to be completed n r. RichardH. Kosterlitz 


. . is } 
Washingt ir Muhlenberg Hospital, Plainfield, N.J ne 


specialist in 


ppointed assistant personnel relations 


ington Medical 


Donald Larson has been appointed Formerly he was executive director of 
. split eee vote his time 

~— =— Se sy psu 
ind coordimating 


interns and re 


trom th 


ot Medi 


Miscellaneous 
Louis S. Reed, 


1 


the 
vernment tor 

years, has 

late prot 

the Sloan 


istration, ¢ 


| h is peen 
j His temperature is back to normal Doctor, he can get back to 


} Grant Adams 


} — { nited 
Fund « 


York Mr 


bw I ™ 7 g i graduate 
Everyone Enjoys ae University of ( 


CAYO, has been 


sn, 14 last three year lor rly wv 
a 1p, tive in hospital work in Chicago. Mr 
S cceed R. O. D. Hopkins, whe 


; retired from active direction of the 


/ his favorite Continental Coffee again 
( 
I 
{ 


, : . . fund { ore 1 » 20) rs \ 
In every walk of life everyone enjoys rich, full-bodied, invigorat- fund after more than yeats as 


é : : , \ directo d ccuus ‘ 
ing CONTINENTAL COFFEE. Superb blending of the world’s —— ee a ae 


; president. Mr. Hopkins will continu 
choicest coffees and precise roasting with automatic controls as- 


» ° a to serve as a consultant 
sure unfailing uniformity. Write today for a FREE trial package. 


Daniel S. Schechter, chief of publi 


-9 7 4 f ae ee relations activities for the American 
Hospital Association, has been named 
ROYAL CORONA secretary ol the Council on Research 


Corres und Education. He will continue to 
AMERICA’S LEADING COFFEE for Restaurants, Hotels and Institutions Seattle, Washington = ‘ 


CHICAGO+BROOKLYN-TOLEDO 


hold the public relations appointment. 
Hiram Sibley has been appointed secre 
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new from BLICKMAN! 


Now tiniest dietary aides take heaviest-loaded food 
conveyors anywhere! New safety! 


Touch the button as vou walk ahead. The Blickman “Touch-n-Go” |} 
veyvor follow wehind vou, wnd its own power. In and out of ele 


around corners, DS ospital ramps, now female dietary 


take heaviest-load Loo onvevors anywhere! 


Simple and instantaneous !)lickman “Touch-n-Go” power drive 


thumb-button controls recessed in steering handle. 


Safer than any other conveyor made! Look at these safety advantages 


you get only with Blickman ‘*Touch-n-Go” Foodveyor! 


@ Operator walks ahead of Foodveyor! For the first time, operator has 
unimpeded vision and cannot “run down” obstacles—because she doesn’t 

ish, she leads, and conveyor follows behind. 
@ Controlled speed—foodveyor cannot run away, even holds back on ramps. 


Slow forward Spec d for safety Quarter-speed reverse! 
@ Jnstant response when thumb presses button. 


@ Jnstant power brake acts the moment thumb is taken off button. “T° 


n-Go” Food CuO) fap in inche even on ramp 
Full clearance under conveyor \it:l for elevators, ramps, doorsill 


Less labor, less muscle. Hach Foodveyor takes heavier load, speeds 
service, reduces number of trips. Eliminating duplication of personnel, the 
“Touch-n-Go” reduces hospital dependence on custodial labor. 


Let us show you how the Blickman “Touch- 
n-Go” Foodveyor pays for itself! Ask 
about our plan for try-out in your hospital 
..no obligation, of course. See your 
Blickman dealer, or write S. Blickman, 
Inc., 1511 Gregory Avenue, Weehawken, 
New Jersey. 


VISIT OUR BOOTH AT: 
NATIONAL HOTEL SHOW, 
N. Y. Coliseum, N. Y. C. 

Nov. 11-15, Booth No. 2178 


BLICKMAN cFroop service EQUIPMENT 


Look for this symbol! of quality Blickman-Buitt 


ESTABLISHED (889 
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STEP UP 


HOSPITAL EFFICIENCY 


AS MUCH AS 


5 O % 


WITH A 


“DuKane 


NURSES’ CALL SYSTEM 








DOES YOUR HOSPITAL 
GET THESE BENEFITS? 


NURSES’ MASTER STATION 
“ Instant 2 way visual and audible 
contact with all stations includ 
ing priority emergency signal cir 
cult, 
BEDSIDE STATIONS 
: Single or dual stations provide 
| nurses’ call service with or with 


out 2 way communication be- 


; tween patient and nurse 
SOLARIUM & DUTY STATIONS WITH INTERCOM 


2 way communication between 
nurse and ambulatory patient and 
ability to reach nurse in any loca- 
tion where she normally may be 


found, 
LAVATORY STATION 


Announces a patient who may be 
in trouble in lavatory or bath- 
room areas. 

CORRIDOR LIGHTS 
Easily visible, unbreakable corri- 
dor lights for rooms with Bedside 
Stations. 


PLUS this EXCLUSIVE 
DUKANE benefit! 


Only DuKane gives the hospital a 
MULTIPLE Channel Nurses’ Call Systemto 
multiply Bedside Communications Chan- 
nels. It permits the use of 2 or more Nurses’ 
Master Stations in which separate calls 
may be answered from any Master Station 
simultaneously. Countless steps are saved 
as a nurse need not return to the central 
desk to answer calis. Speeds service, 
increases efficiency .. . saves costs! 





Write for the beneficial fac 


| Piease send me all the facts on OuKane Nurs 
Call Equipment 


DuKane Corporation, Dept. MM-117 
St. Charies, illinois 
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yorty 


SS ee 
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the Council on Planning, 

and P 

through the 
Hospita 


repavment, which was 
ombination 


Jean H. Camp- 
bell, R.N., 


Portertield | 


Ir. John D. 


Robert G. Crist 


his tathes 
nonthly new 
| ' 
CONSUITANTLS 
rist 


\{ ddl 


William A. Werdel 


nted issistant prolesso ol spita 


! | 
inistration in the school of busines 
idministration at the Unversity o 


ran Mr Werdel 
al the State | niver 


urrently 1s 


wa iat has been a iborators 


ician at Finley Hospital, Dubuque 


and at New England Center Hos 
At the same 


Boston. 


time it Was 


END NEEDLESS 


Overhead Expense 


IN WASHROOMS 


® 
@ 


MODERN AUTOMATIC 
pushbutton way! 
@ Eliminates ALL Towel Costs 

@ Cuts Maintenance Expenses 85% 
@ Ends Litter... More Sanitary! 


Automatically new, faster-drying Sani-Dri 
Electric Hand Dryers save you money! No buy- 
ing or storing of towels. You save maintenance 
overhead of filling empty towel cabinets. . 
emptying containers 


NEW EXCLUSIVE FEATURES—New decor- 
ator styling—new quieter dynamically balanced 
blower and motor—new push bar switch with 
automatic shut-off. Sani-Dri is America’s most 


modern electric dryer. Write today! 


SAVE uN to 
$300 es 


(Depending on Size and 
Number of Washrooms) | 


| OTHERS DO— Get Facts NOW! | 
GUARANTEED 2 FULL YEARS 





Write Today for 


New Brochure 
. SHOWS THE 
COMPLETE LINE 


Dependable Since 1897 
THE CHICAGO HARDWARE FOUNDRY CO. 


41117 Commonwealth Ave. @ North Chicago, Ill. 
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ERVICE 


with a capital S 


...On your 
HOFFMAN equipment 


It’s not enough to have top-notch equipment in your 
business ... the finest service possible in parts and main- 
tenance is also a must. Service—with a capital S—is 
emphasized, now, by your Nicholson sales and service 
organization 

Hoffman laundry, dry cleaning and pressing equipment 
has long been known for its superior design, quality 
construction, ease of operation, productive capacity. 
Backing up the complete Hoffman line. the Nicholson 
organization is set up to give you the dependable service 


you need to keep your plant operating at top efficiency. 
From Nicholson you'll get 
NEW equipment design and performance 
NEW prompt maintenance service 


NEW fast parts service 


... all that you need to give you maximum production 
at lower cost. 

Nicholson understands your problems . . . your re- 
quirements . . . the kind of help you need. You can 


depend on Nicholson! 


1 satisfie d customer ts our first interest 


ICHOLSON 


OF WILKES-BARRE, PA. 





Distributors in all principal cities 


W. H. NICHOLSON AND CO., General Sales Offices —12 Oregon Street, Wilkes-Barre, Pa. 
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any height a any spring Position mnounced that Edward J. Conners 


has been promoted from imnstructor.§ te 


at the touch of a button... issistant professor of hospital adminis 


tration ie | 1 t Michigan 


by either patient or nurse De. Castyle Jaceboen: bs 


} 1 
adst« the new 


Floyd K. 
Tyier | 


named 


Dr. W. Edward Chamberlain, 


with the all-electric *“*PUSH-BUTTON" Hilow Bed 


by 


@ This new Hill-Rom Hilow Bed is designed so that operation of the hilow 
feature and adjustment of the backrest and knee rest may be handled by 
either patient or nurse. Push button controls for patient use are located on 
the patient’s right—in the seat section of the spring. For the patient who 
must remain in a certain prescribed position, the bed may be placed in that 
position and the patient control switches then rendered inoperative. All 
switches are mechanically interlocked —no two push buttons can be operated Kecut 1 ' fF th, leral He 
es Hil 
- . senroth, who | ( LamMed EXCCULIVE 
Maximum convenience for "4 officer of the Bureau of Medical Ses 
a 


the nurse, maximum comfort aS ices in th ublic Health Service 


at the same time pital nel eding Char 


and safety for the patient Mi 

This modern, safe and efficient hilow bed can —< the 

be maintained at the low position at all a 

times to insure maximum safety. Much time , 

will be saved the nurse by elimination of 

unnecessary trips to the patient room or unit 

The patient has access to he id and knee rest 

and does not need the nurse for routine ad 

justment of the spring : I in rece comy leted three 
Head end and foot end panels, designed by 

Raymond Loewy, add to the appearance and in psychia 

function of the bed. For complete informa 

tion on this or any of the three other Hill- 

Rom Hilow Beds, write for Procedure Man 

ual No. 3 l { h training, he 

il State Hospi 


HILL-ROM COMPANY, INC. Batesville, Indiana I keland statl psvchia 


Mairtiment ol 


Now ready ...Procedure Manual No. 3—‘‘Hilow Beds" 
by Alice L. Price, R.N., M.A., Nurse Consultant for Hill-Rom, and author of 


Dr. Julius Lane Wilson, director of 


the Henry Phipps Institute of the Uni 
three leading textbooks on nursing, also P.M. No. |, “Safety Sides—A New ‘ 


Safety Measure” and P.M. No. 2, “The Recovery Bed, Labor Bed, Special 


ersity of Pennsylvania, has been named 
chief consultant to the V.A. director of 
tuberculosis service, Dr. W. B. Tucker. 
Dr. Wilson will serve as principal ad 


Therapy Bed." Copies of any of these manuals for student nurses and 
graduate nurse staff will be sent on request. Address: Miss Alice L. Price, 


Hill-Rom Co., Inc., Batesville, Indiana. 
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Progress! 





U.S. Kovlon Fo vives patients better, deeper, more beneficial sleep. That’s because this mattress gives 
periect Ipport, ices disturbin g pressure points and minimizes danger of bed sores And further, from 
rement point of view, Kovlon has no equal. \s proven for over 20 years, a U.S. Koylon 

urs, lasts, stands up. Is highly sanitary. Always odorless. Cool in summer, comfortable 

the vear “roun Non-allergent ind vermin prool, Light and easy to handle. Sper ify 442. U.S. Koylon 
in Silver Label or our famed double-core Platinum Label. Send the coupon helow for complete details, 


Af FOAM 


SPECIAL 
HOSPITAL MATTRESSES 


Unitep States Rupper, Dept. MH-11 
Rockefeller Center, New York 20, New York 


Please send me further details on U.S. Koylon Foam 
mattresses for hospitals. 


Hospital Name 
Your Name 


United States Rubber |: .:..... 


City P ; tg Zone 
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iser to the director ot the T.B. service 
ind as liaison between the medical pro 
tession and the V.A. department ot 
iedicine and Surgery on matters per 
Dr. Wilson has 
director otf medical education for 

Trude: 


vears, and a V.A. 


taining to tuberculosis 
Society for th 
consultant 
or more than 10 years 

Dr. Ruth E. Church has been ap 


pointed deputy director in charge ol 


hospitals and chron: 


the division ot 
illness of the Illinois Department ot 


Health. She succeeds Dr. G. 


Howard Gowen, who resigned to join 


Public 


the International Cooperation Admin 
istration in Santiago, Chile. Dr. Church 
received a degree in nursing from Mil 
waukee-Downer College, a medical de 
gree trom the University of Wisconsin, 
and a master’s degree In public health 
trom Columbia University She has 


been associated with the Illinois de 
partment since 1945 

H. R. Bryden has been appointed 
Hospital 
He succeeds F. J. 
Doyle, whose resignation was effective 


\ugust 1. Mr 


int editor of the publication tor more 


icting associate editor ot 


Progress 


g magazine. 


Bryden has been assist 


How Supersoft Napkins 
can reduce bed linen costs 


Eating in bed is tricky business even for a steady hand. The 
obvious hazard is spilling which can mean soiled bed linens 


and the time lost in making changes. 


For a measure of protection that flimsy paper napkins could 
never offer, serve with quick-absorbing Supersoft multiple-ply 
Napkins. Of finest facial tissue, Supersoft Cellostrength Nap- 
kins are treated to retain strength even when wet. 

Too, their softness, their whiteness and their quality are so 


distinctive as to invite comments 
Many hospitals have already discovered how inex 


patients 


of pleasure from your 


pensive it is to provide protection and gain good public relations 
with Supersoft Napkins. Quantity orders can be custom em 
bossed or printed with hospital name, address, insignia, etc. 
Write today for your nearest supplier’s name. 











SUPERSOFT's multi-ply design 
provides more surfaces to ab- 
sorb more moisture faster. 





GROFF PAPER COMPANY + 2300 Endicott Street + St. Paul 14, Minnesota 
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than a year and 1s also editor of News 


Briefs, an internal newsletter of the 


Catholic Hospital Association 


Jack Miller has been named purchas 
ing agent for St. Mary's Hospital, Cin 
cinnatt. He formerly was purch ising 
igent for Children’s Hospital, Cincin 


nati, for three 


k. Todd Wheel 
er has joined 


Will, 


irchitects-eng1 


Perkins 


neers, Chicago 
and White Plains, 
N.Y., to offer con 
sulting SCT VICE 

the hospit il, health Toes Wheeler 
and medica 

Wheeler Was a f 

Wheeler 


1936 to 


Perkins, 
trom 
onsulting 

Wheeler has been 
tor ¢ hicage Medi 
wn, assistant te the 
Illinois, 

dent, 

ranches. Ee 


an Institute ol 


Rudolf J. Pen 
dall has been i 


pointed CXCCULIVE 


Ice president ol 
the Ryall ¢ orpora 


tion, i hospital 
sulting lirm 
with he Ter uarter Rudolf J. Pendall 
in Kansas City, Mo. Mr. Pendall ts a 
tormer editor of Flos pital Progress and 
rved i sa I ) i hospital publi 
relations coun el t 5 years Le rr 
ceived his bachelor’s degree in journal 
ism at the University of Wisconsin and 
his master’s degre in administrative 
medicine at Columbia University, where 
he was the first person to do graduate 
work in administrative medicine pub 


lic relations 


Dr. John J. Blasko, 


necticut commissioner of mental health, 


former Con 


has been appointed chief of the Vet 


erans Administration psychiatry divi 
sion in the psychiatry and neurology 
Washington, D.C. He will 


succeed Dr. Stewart T. Ginsberg. 


service, 


Deaths 

The Rev. Mother Jean Marie Greeley, 
70, Mother General of the Sisters ot 
the Third Order of St. Francis, Regu 
lars, died recently in Olean, N.Y. She 


was president of St. Clare’s Hospital 
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Three Ways to Get 
MORE SOFT WATER 


By Refilling Your Water Softener 
With New High Capacity Elgin 
Zeolite you can get 3 to 10 times 
more soft water. 


Think of it, from 3 to 10 times more 
from your present water 
with 


soft water 
by simply refilling it 
new high 


is a dividend-paying 


softener 
one of Elgin’s capacity 
zeolites. Here 
investment you can't afford to pass up 
In addition, regeneration will be re- 
quired less frequently with savings in 
regeneration time and salt costs 
Replacement of lost or worn-out 
zeolite also will provide increased soft 
water output. All types of zeolite are 


available for immediate delivery. 


By Equipping Your Water Softener 
With An Elgin ‘‘Double-Check’’ 
Manifold System which permits the 
use of a deeper zeolite bed to 
further increase capacity as much 
as 44%. 


The ingenious Elgin “Double-Check’ 
manifold system makes it possible to 
place far more zeolite in a water sof- 
tener and to utilize it more efficiently. 
Capacity increases of as much as 44% 
can be secured. Loss of costly zeolite 
will be prevented too. Higher brining 
and backwashing efficiencies will be 
is another low cost 


obtained. Here 


answer to the need for more soft water. 


...and some added Elgin Services 


By Installing A New Elgin Water 
Softener of ‘‘Double-Check” Design 
which gives up to 44% more 
soft water than softeners o° 
conventional design. 

Where new equipment is required 
here is today’s outstanding buy. Size 
for size, the Elgin Water Softener ot 
Double-Check” design delivers up to 
44% more capacity than water soften- 
ers of conventional design. This big 
increase is due to the ingenious 
‘“Double-Check” manifold system of 
the Elgin which permits far more 
zeolite to be placed in the softener 
without zeolite loss. Get the facts 
about this amazing water softener 
before you buy. 


for Hospitals... 


ELGIN DEAERATING HEATERS supply pre 
heated boiler water free of trouble-causing 
CO» and oxygen . pay real dividends 
on investment. 


ELGIN DEIONIZERS produce mineral free 
water to replace distillation at a fraction 
of distillation cost 


ELGIN DEALKALIZERS prevent corrosion of 
steam and condensate lines the basic eco 
nomical way. Savings in piping, repairs and 
chemical treatment expense pays Dealkalizer 


cost many times over 


ELGIN SOFTENER CORPORATION * 144 North Grove Avenue, Elgin, Illinois 


Coupon brings facts for services checked— 


] Refilling with high capacity zeolites ) Facts about Elgin Dealkalizers 


] Modernizing present water softener [_] Facts about Elgin Deionizers 


Complete facts covering Elgin ] Facts about Deaerating Heaters 


“Double-Check” Softener 


HOSPITAL 


ADDRESS____ ‘i 


ae CITY STATE 
G. F. Sterne & Sons 


Brantford, Ont. 


SIGNED —TITLE 


Mail to Elgin Water Softenar Corporation, 144 N. Grove Avenue, Elgin, Illinois 
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THE BOOK SHELF 


Underwriters’ ARE OF THE LONG-TERM PATIENT 

State 

/ ic 

re d ; wealth Fund Book 

Harvard University Press, 1956. P{ 
606. $8.50 


Approved by 





Laboratories, Inc 
I 


} 


[his volume, second in the definitive 
series publishe 1 by the Commission on 
Chronic Illness, deals with the case of 
the long suffering patient whose her! 
“mopel NO. 406-A. “8 has been neglect, indifference and 
rustication. It is packed with valuable 
information on the subject, although 
the conclusions, which might serve as . 
a guide for institutional and community 
action, are still somewhat unclear and 
lacking in forthrightness 


The literature on the subject has 
J 


x9ecome voluminous in the last decade 





t 
but this pr longed phase of illness has 


been impressing itself on the public 
t é 


Uni-Flo Continuous Line Diffusers 


largely through the increasing weight 


of sheer numbers, as well as long ex 





humanitarian need. Whatever 

the reason, this book proves that we 
now have the means to overcome three 
historic obstacles to reorganization 
1) diminishing interest on the part 
of the physician as chronicity takes 
hold; (b) medical indigence, which 
involves the poor patient In a Vicious 
circle, and (« lack of beds when the 


claim of the “chron is compared 


Uni-Flo Square and Rectangular 
Ceiling Diffus2rs 


with the claim of the “acute 
A variety of new organizational and 
administrative remedies are reported 
here. but none of the others compares 
with tne therapeutic organization, rec- 
ommended by me over three decades, 
by which “acute” and “chronic” are 
integrated in the general hospital (sup 
ported by an extramural home care 
program) on a continuing basis, in 
volving the coalescence of the medical Ses 
104.108 E. MASON ST and social points of view. It is grati- trols — for undivided responsibility 
MILWAUKEE 2, WIS ‘ fying to read in these pages that such BaRBER-COLMAN COMPANY 
integration 1s the most promising means Dept. W, 1146 Rock Street, Rockford, Illinois, U S.A. 
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In biopsy of the vertebral body 


Correct placement of the biopsy trocar calls for careful 
checking of position Each radiograph made to guide 
procedure must cover a wide range of tissue densities, 
offer unusual sharpness of detail 

You can count on Kodak Royal Blue Medical X-ray 
Film, fastest film available, to give you dependable results 
at greatly reduced exposure In fact, experience shows 
that previously used MaS factors can generally be cut in 
half with final adjustments made by minor changes in 


kilovoltage 


In developu lo take full advantage of 
the greater speed of Royal Blue, it 
should be developed for 5 minutes at 
68°F or the equivalent For lop per- 
formance use Kodak Liquid X-ray 
Developer and Re ple nisher or Kodak 
Rapid X-ray Developer 


Order from your Kodak x-ray dealer 


EASTMAN KODAK COMPANY 


Medical Division, Rochester 4, N.Y. 
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POWERFUL N 
CLEARS CLOGGED 


® Accordion-action design to flex at 
any angle 

® Double-size cup blasts double pres- 
sure, aimed directly at obstruction 


@ Tapered suction-grooved tail gives 
air-tight fit 


EW PLUNGER 


TOILETS IN A JIFFY! 


Clear messy, stuffed toilets 
Cut maintenance costs with 


‘TOILAFLEX 
Toilet [a ane | Plunger 


Ordinary plungers don’t seat properly. 
They permit compressed air and water 
to splash back. Thus you not only have 
a mess, but you lose the very pressure 
you need to clear the obstruction 

With “TOILAFLEX”, expressly de- 
signed for toilets, no air or water can 
escape. The full pressure plows through 


the clogging mass and swishes it down 


Order a “‘TOILAFLEX”’ for your own home too. 
Positive insurance against stuffed toilet. 


$265 


Order from your Supplier of 
Hardware or Janitor Supplies 


THE STEVENS-BURT CO., NEW BRUNSWICK, N. J. 
A Division of The Water Master Company 





Technicians 


LABORATORY OVENS 


SPEEDY 
ACCURATE 


Model V-31 


RESULTS a7”'s 23" 2 SO” 


12 KW: Max. Temp. 500 


An exacting testing and production oven that 


provides very close heat uniformity. 
on heavy construction . . . even hea 

. capacity loads at high speed 
“stand the gaff’’—even under contin 
a-day usage. Six sizes and types are 
the endless variety of heating, dryin 


testing processes. Write for Bulletin 


DESPATCH 


Established \. OVEN in 1902 
co: 


ovens 
for all 
purposes 


Built-in indi- 


cating temperature controls. Emphasis has been 


t distribution 
. ability to 


a & 

uous 24-hour- é — 

» available for leer med 
i 


g, baking and 
No. 107. y 








333 Despatch Building 
MINNEAPOLIS 14, MINNESOTA 


f doing justice to the patient suffering 
from prolonged illness and that this 


plan of organization also satisfies th 


requirements of physician as well a 
social worker 


The bibliography have beet 
im} roved upon wit i freer hand given 

benefit of the 
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; to read abbre Viat 


It seems a pity 
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contribution of ming 
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hom«e care I 
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ince 1s visible on 


M. BLUESTONE, M.D 


SAFE Hosp! 
B { 


ds fire 
There must 
aadministratiy 
tures 
rests in the un with th 
rator To assist In carrying 


responsibility t is recommended 
' 1 
monthly fire retry Inspections De made 
, 
| 


ng an mspection blank, such as the 


ne reprinted at the end of this book 


Ww Hospital Con 


truction COvers Many interesting pe init 
on construction types t be used. In 


) 
dealin 


this connection the chapter 


with fire separation between stories 1 


cular mM} Ortance 


of part Other topics 


some tall in this section 


nclude subdivision of long corridors 


exits an combustible interior wall 


and ceiling finishes. The short para 


yraph on combustion interior wall and 
ceiling finishes advises that only ma 
terials having a flame spread rating of 

and says that the 


type of material to meet this standard 


ire listed in the Underwriters’ Labora 
tories, Inc., fire protection equipment 


lict 
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| MADE STRONGER WITH 


” 


9) ASBESTOS FIBRE 
aed . s A ok 


— ‘ o 


longer wear 
and less 


maintenance 


care 


Tee On 
N X\ . 


A wide choice of colors, in J-M Terraflex tile, makes possible a 


number of decorative patterns and colorful flooring designs. 


Johns-Manville ¢7a77eX' Tile gives 


best value for hospital flooring dollars 


Mave OF VINYL PLASTIC, rein- 


forced and strengthened with 
indestructible asbestos fibres, 
Terraflex tile will outwear most 


other types of decorative floor 


coverings two to one. 

Available in a wide range of 
decorator colors, Terraflex will add 
beauty to flooring in corridors, 
lobby, wards, private rooms, cafe- 
teria, labs, and classrooms. 
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Actual on-the-job figures show 
Johns-Manville’s Terraflex tile 
slashes floor maintenance expense 
as much as 50 per cent, when com- 
pared with the next best resilient- 
type flooring. 

It has a smooth, nonporous sur- 
face that defies the effects of grease, 
oil, strong soaps, and mild acids. 
Sweeping and an occasional soap- 
and-water mopping Is virtually the 


JOHNS -MANV f 


only attention this remarkable 
flooring requires throughout its 
long, trouble-free life. 

Terraflex tile is not affected by 
alkaline moisture. It can be laid 
directly on concrete floors on grade, 
or below grade. 

For more specific information on 
Terraflex Vinyl Asbestos Tile, write 
to: Johns-Manville, Box 158, New 
York 16, New York. 


ivi 
JM Johns-Manville 
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the East Coast, the inquiry can be ad- 
to 161 Sixtl Ave New York 


West material can be 
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Proving ex 


How to Surprise... = 
ting Buildings covers hazardous con 
and Delight ditions which make 
; ; lidings unsafe and devotes consider 
NEW 
. . in floor openings as a means of pre 
MOTHERS s 8 means of ‘pre 


venting rapid spread of fire 


/ 


continue use of 


able attention to the subject of closing 


letin points out that laundry and trash 


could be cesen dhaull tes 


Nothing 


easier! Simply provide 


provided with self 
closing fire doors at each opening, and 
. os a ; Te ee eee 
Aatell & Jones’ delight hat an automatic sprinkler head shoul 


full Gay all pink- ind 


located at both the top of the chutes 


' 
I 
in the terminal rooms at the bot 


blue trav service m openings 


Papet napkins and The booklet places considerable em 
hme: convene. cae teak phasis on the necessity for subdividing 
rye ireas in ol ler | 1NdIngs The xEreatl 


fully decorated with ¢ 


mportance automatic sprinkler sys 


ribbons and bow Ss ind 


babies pecial Mf na 


connection 


bouney littl zards 1 their safe 
just the tonic 2 with heating 
gas piping and appliances 
air conditioning and ventilating sys 


equipment 
new mother needs! 


of the tems, electric wiring and appliances, op 
combustible anesthetic 


noninflammable medi 


erating rooms 


Think, too 


practi il advantages 


cylinder storag 


of using these appeal labora 


| systems, x-ray departments 
] 
ingly designed tray 


They 


the most san 


tories, pharmacies, flammab liquid 


StOraye rooms internal combustion 


ymntments 
enyines, refrigerating systems, kitchens 


incinerators, laundries, sewing rooms 


/ 


, 
possible maintenance shops, and 


SCTVICE | 


Storaye Spac cs 


as We I] iS a big Saving are a leq lately COVETE 


} Of course, the Importan 


IT) laundry tna linen 


} 


NOuse kee} INL 1S Stresse 
re plac ement costs Another excellent section covers 
oe matic sprinkler systems, automatic 
: hre protection systems, standpipe and 
you samples at once hose systems, and hand fire extinguish 
ers. A clear explanation is given of the 
/ type of fire extinguisher to be used for 
(f l [| Class A, B and C fires 
e ale The manual urges hospital admin 
istrators to make use of facilities of 
local fire departments and stresses the 
importance of regularly conducted fire 
irills. An excellent outline of rules for 
safety in case of fires is included 
A list of reference reading material 
from the National Board of Fire Un 
the Underwriters’ Labora 
tories, Inc., the National Fire Pro 
tective Association, and the American 
Society of Refrigerating Engineers is 
included in the booklet —E. W. JONES 
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Das 


3360 FRANKFORD AVE 


PHILADELPHIA 34, PA lerwriters 


HOSPITAL PLAQUES 


and signs for every purpose in 
BRONZE and ALUMINUM 


THE OPERATING UNII 
OF THIS HOSPITAL WAS GIVEN 
IN LOVING MEMORY OF 
JOSEPH BROWN WHITEHEAD. JR 

AS bok @) 


SURPRISINGLY LOW COST 


Everlasting beauty. Free design service. 


H. spitals from ¢ 
best for less becau 
ties and years of nz 
pay you to look 
especially for our 
hospital field. Why not 

. Room and Door Plaques 


Directional Signs 


GIBNEY 
MEMORIAL WING 


Dedicatory Plaques 
Memorial Plaques 
Building Facade Letters 


j Plaques to Stimulote 
‘ Fund Raising 





Bronze Tablet Headquarter 


UNITED STATES BRONZE 
SIGN CO., INC. 

570 Broadway, Dept. MH, N.Y. 12, N.Y 
Plant at Woodside, L ! 








RAPITUBE 
STERILIZING 
TUBING 


KEEPS THINGS STERILE 


MODERN HOSPITALS 
SAVE TIME WITH 
“RAPITUBE” 


Catheters, tubes 


ments placed in 


syringes instru 
Rapitube before 
sterilization may be kept sterile in 
definitely 


to prepare supplies in advance or 





Rapitube permits you 


when time allows. Hospitals througt 
out the world use this new technique 
—how about yours? Complete infor 
mation upon request 

““RAPITUBE”’ IS SPECIALLY 
PROCESSED FOR HOSPITAL 
USE, AVOID COSTLY ERRORS 
BY REFUSING SUBSTITUTES 


ORDER FROM YOUR DEALER OR SEND 
US YOUR ORDER WITH YOUR 
DEALER'S NAME 


DUXE PRODUCTS 


SPECIALTIES FOR HOSPITALS 
205 Keith Bldg. Cincinnati 2 
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AP and lateral 
dslele-b ame-lelley-4e-]e1ihy 


Using Camera A or B 


Angiocardiography, 
angiography 





Using Camera A, B or C 


Silicosis research and 
bronchography 


Using Camera A or B 


Mass chest survey 





Cerebral angiography 


Using Camera Aawr C 


G. |., kidneys and gall- 
lo} E-Lelel-1ame-lenley-4e-1e)ahy 
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Using Camera A or B 


Using Camera A or B 


GET SHARP NEGATIVES 
OF DIAGNOSTIC QUALITY 


with the Fairchild-Odelca Photofluorographic Cameras 


The Fairchild-Odelca photofluorographic camera 
faithfully reproduces the finest details from the 
fluorescent screen. Its high resolution provides a 
sharp negative of diagnostic quality which easily 
fulfills the Chantrain condition. (That is, the lines 
of a grid of at least 21 elements per centimeter are 
clearly distinguishable in the Fairchild-Odelca 
picture. ) 

Furthermore, the Bouwers Concentric Mirror 
Optical System, standard equipment on all 
Fairchild-Odelca cameras, actually reduces patient 
exposure to radiation by 70-80%. Its speed (f 0.65) 
is four times that of any present refractive-lens 
camera. The camera’s speed also stops much volun- 
tary and involuntary motion, virtually eliminating 
retakes 

Fairchild-Odelca cameras are now available in 
these three standard models — 
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A.The 4” x 4” Ultra Speed Camera 

B. The 70 mm. Super Speed Camera 

C. The 70 mm. Skull Camera 
All of these cameras provide exceptional economy 
through low film cost and minimum storage space. 
All are easy to operate, and can be equipped with 
cassettes capable of taking single exposures, or 
up to 40 exposures in a single series, at a rate up to 
six (6) exposures per second. 

For more details, contact your X-ray equipment 
dealer, or write to: Fairchild Camera and Instru- 
ment Corporation, Industrial Camera Division, 
5 Aerial Way, Syosset, New York, Dept. 160-51P. 


X-RAY CAMERAS AND ACCESSORIES 
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According to their reports to the 8.5 and 8, respectively, “( comparable period last year 
he 


Occupancy Chart for the month of ported building totaled $64,168,890 — and 


September, voluntary hospitals were From September 16 through Octo brought the 1956 construction total 
hlled to 79 per cent of capacity; gov ber 14, construction amounted to then to $758,439,991. Of the current 
ernment hospital occupancy was 71.3 $124,002,450, bringing the total for 92 projects, 28 are new hospitals and 


per cent. A year ago, percentages of the year thus far to $1,033,830,952 96 are additions to existing facilities 


HARDY creatss reel 


DEAE Sensation! 


New, exclusive Fiberglas drapery fab- 
rics have exciting texture, more inter- 
esting patterns, more luxury! 


8 printed designs... 8 solid colors 
CHECK THESE EXCLUSIVE “GRANDEE” FEATURES 


New, more luxurious quality 

New, exciting texture and designs 
Color beauty is enhanced by new weave 
Easier to sew ® Longer wearing 
Easier to wash... no ironing 

And, of course, Fiberglas is Fire-proof! 


Be sure to see the “GRANDEE” Line 
at the 
NATIONAL HOTEL EXPOSITION 
New York Coliseum 
November 11-15 
BOOTH 2201 


~ Ra Mee 


Pa Ba WM : 


Write for informative pamphlet 
describing other Fiberglas advantages 


JAMES G. HARDY & CO., Inc. - 11 East 26th Street, New York, 
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NEW TEXTURED DESIGN IN CUSHIONTONE 
a FIRE-SAFE MINATONE perforated mineral 2. 
fiber tile in full random design is efficient noise 
absorber. Incombustible 

2. ECONOMICAL CUSHIONTONE — available in 4. 
straight row 


textured design beauty 


EFFICIENT METAL-PAN ARRESTONE — for 
highest possible sound absorption 
ble Full random and diagonal designs 
BEAUTIFUL TRAVERTONE 


and full random, as well as the new sured mineral tile adds fire safety as well as 
































striated surface 


5. DECORATIVE CRESTONE 
Incombusti offers a variety of attractive design possibilities. 
Fire-safe. 

distinctively fis 6. MOISTURE-RESISTANT CORKOUSTIC — tex- 
tured pure cork tile ideal for excessively humid 


areas 


Which Armstrong Acoustical Ceiling Material 
should you choose for each area in your hospital? 


ny acoustical ceiling will help to control noise. But 
A have you ever considered the many other important 
benefits that are available by selecting the right ceiling for 
your specific needs? 

Since no one type of material can be perfectly suited for 
all conditions, Armstrong manufactures a complete line of 
acoustical ceilings. Each varies to some important degree 
from the others in cost, appearance, fire safety, efficiency, 


moisture resistance, maintenance, and ina number of other 


ways. These extra features can provide a big return on the 
cost of sound conditioning 

\ telephone call to your Armstrong Acoustical Contractor 
will bring you impartial professional assistance in selecting 


the right ceiling for any area in your building. He'll be glad 


to give you a detailed job analysis and estimate, without 
obligation. You'll find him in the Yellow Pages of the phone 
directory. Or, for his name and address, write to Armstrong 


Cork Company, 4211 Union Street, Lancaster, Penna. 


Armstrong ACOUSTICAL CEILINGS 


Cushiontone* rat 7 {rrestone® 


*TRAvDE MARK 


. Vinatone® ¢ Corkoustic® ¢ Perforated Ashestos Board 








to succeed 


It could be a first paint job in a brand new 
building. It could be a repaint job in an existing 
building. It could be a paint job that has to stand 
up under heat, humidity or tough corrosive 
conditions. It doesn’t matter. 


The paint most likely to succeed . . . the paint 
that will do the best job at the lowest overall cost . . . 
is Barreled Sunlight ENGINEERED PAINT. 


Let us explain the reasons 


Barreled Sunlight ENGINEERED PAINTS are 
not like ordinary residential-type paints. They are 
heavy duty maintenance paints that are truly Get Your Free Copy Today! 
engineered to solve problems close to your purse Here’s good reading for anyone con- 
. + - ‘ , cerned with maintenance pai 4 
They are “‘on-the-wall’’ engineered to give you more Ss wrvengr veedlpaee- 
. = . Gives clear, concise, down-to-earth 
yardage, better hiding and lower cost per square facts on paint and color. Tells how 
foot. They are laboratory and plant engineered to Barreled Sunlight Engineered Paints 
save money 
ee . sh : eas ; hree ways. C te w 
service’ engineered to stand up under conditions . three ways. Complete with 
} ‘ali ; ‘old i - : = color chips and recommen- 
that make less specialized paints fold up and peel away \ dations for every type of sur- 
: . . . . . \ Ag, face. For you > , 
Maintenance engineers in charge of large industrial, \ NUM an, a : — py of 
i : | ‘ " il li \ Barreled 2 Engineered ( olor, write 
institutional and commer< ial uildings . . . men Sunlight Zarreled Sunlight Paint 
who have dug down deep into the engineering side of O77 een Nd Company, 30-K Dudley St., 
painting . . . will tell you that, regardless of the Providence 1, Rhode Island. 
problems involved, the paint most likely to succeed 


is Barreled Sunlight ENGINEERED PAINT. 


Barreled Sunlight’ 


“a a 


Engineered — . a For a Better Looking, 
é owen Longer Lasting Paint Job 
At Lower Cost 
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look better and perform better. And they are 

































































TERMS: 20c a word—minimum charge of $4.00 regardless of discounts. No charge for “key number. Ten per cent 


discount for two or more insertions (after the first insertion) without changes of copy. Forms close 15th of month. 





WOODWARD—Continued INTERSTATE—Continued 
RPO OUD RM FUROR cep: soiuntary general hoopital 2Wicheds ADMINISTRATOR — Age, ss B.S 


TIVE HOUSEKEEPER 


‘ tior ar 


re 


r 


TIVE HOUSEKEEPER —-M 


The Medical 
Bureau 


M. BURNEICE LARSON—DIRECTOR 


Telephone DElaware 7-1050 


HIt 


ADMINISTRATOI 
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WooDWARD 
ledical Rrsonnel Bureau 


FORMERLY AINOES 


3rd floors18s N. WABASH AVE. COMPTROLLER_BS Ramee ‘ STHETIS1 
CHICAGOs | F il hospit 
* ANN WOOOWARD + Ditectolv ance : — sisi ee 


pi 
bed h 


PATHOLOGIST 
ear lirect 


RADIOLOGIS 


adiologs 


STHETIS1T 


COMPTROLLEI , ; er ee INTERSTATE MEDICAL PERSONNEL 

hed hospital; seeks greater responsibiliti BUREAU sie his adnate aha ak enn 

nber, AAHA : whiniteserane scree tom ‘ . 

Miss Elsie Dey, Director i unaaon Big igech Rae r, applicant will work 

EXECUTIVE HOUSEKEEPER itste I aa r r ! ved f y iceredited air-cor 

: ees REE TOR es 332 Bulkley Building Rey massite?: Seanits irrently expanding 

roapit cosa haiiaieiaial Cleveland, Ohio to 1 eds; starting salary of $550 per month 

ith liberal person | policies: normal work 

week of 44 hours; hospital located in univer- 

ity city of 21,000. Write Jack B. Edmundson 

Administrator Doctors Hospital, Carbondale 
Illinois 


ADMINISTRATOR Degree Business Admini 
EXECUTIVE HOUSEKEEPER tration: MACHA; 6 years experience, 200-bed 
eaching experience; also has degree Busines hospital, east, administrator available for 


Iministratior pa vear exer ive house appointment 
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hepatitis-free blood plasma substitute: 


PLAZMOID 


brand of gelatin solution 


Plazmoid is purified 
gelatin in isotonic solution 
of sodium chloride. It 
parallels plasma in colloidal 
osmotic effects, yet is 
much less expensive, and 
free of the possibility of 


transmitting serum jaundice. 


Available 
in bottles of 500 cc. 





Plazmoid i 


TRADEMARK . 


Gelatin Solution 
Purified Gelatin in Sodium Chioride injection 


5.0 100 oe. 
Ree 


@TRADEMARK REG. U &. PAT. OFF 
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rHETIS'1 


The Medical 
Bureau 


M, BURNEICE LARSON—DIRECTOR 


Telephone DElawoare 7-1050 
900 NORTH MICHIGAN AVENUE CHICAGO 


ADMINISTRATOR 
reneral hospita nit 


geners A 


$8000. MHIT rn irate ¢ MH 
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Gold Seal HAS THE RIGHT PRODUCT 


FOR EVERY HOSPITAL FLOOR NEED 





]. For corridors, sickrooms, wards and heavy traffic areas ible, it withstan | iest loads, Resists sta 
with colors ar tn hed soivent vailable ir and .OSO” gauge 
For **problem”’ floors—Gold Seal Vinylbest* Tile, a ver 

blend of vinyl and asbestos that literally can be 


ywhere—ideal for areas where seepage and moisture create 


probiems. 


For noisy areas—Gold Seal Rubber Tile, supreme in resilien 
silent comfort Long-wearing and resistant to indentats 
For X-Ray and operating rooms—Gold Sea tatic-Conduc yot 90 quel ane enay UREETIRD 
Linoleun exclusive Gold Seal product that prevents ‘>, For ground-level and basement floors—Gold Seal Asphalt 
Tested and approved for danget Tile, handsome and practical for basements and other areas 
throughout the country. Meets where concrete flooring is in direct contact with the ground 
he Underwriters’ Laboratories, Inc Phis economical tile shrugs off alkalinity, 


ire Protecuon Association 


For waiting and reception rooms— Gold Seal Nairon* Custom 
thei thick homogeneous vinyl plastic tile with built-in 


and comfort- 


FOR HOME . BUSINESS INSTITUTIONS 
THE YARD AND TILE iL eum @ Nairon® Plastics N 
pe rk Tile ¢ Rubber e @ Asphalt T 2 
RINTED FLOOR AND WALL COVERINGS——Congoleum®@ and Congowa ‘ — 
RUGS AND BROADLOOM—LoomWeve @ 
SATISFACTION GUARANTEED OR YOUR MONEY BACK 


Vinylbest® Tile T 


e 


1957 CONGOLEUM-NAIRN INC KEARNY, N. J 


Trademark 
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achie 


WoopWARD 
ledical Parsonnel Bureau 


FORMERLY AINOES 


3rd flooreies N. WABASH AVE. 
CHICAGO?! 
*® ANN WOODWARD © Directoy 


r MPH; MPHA: MHA 


IT HAS LONG BEEN RECOGNIZED 
that institutions are con- 
fronted with problems inher- 
ent to all types of business 
organizations. 


Through its 43 fully 
staffed offices Pinker- 
ton’s is rendering serv- 
ice to hundreds of 
hospitals throughout 
the United States and 
Canada. Should you 
have security or confi- 
dential problems, we 
shall be glad to consult 
with you relative to the 
application of our serv- 
ice to your needs. 


You will find Pink-: 


erton’s new brochure 
on hospital service 
both interesting and 
informative. Send for 
your free copy now 
without obligation. 


PIN KERTON’S 
NATIONAL DETECTIVE AGENCY INC. 
154 Nassau Street, New York 
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WOODWARD—Continued 


rst 


INTERSTATE MEDICAL PERSONNEL 
BUREAU 
Miss Elsie Dey, Director 
332 Bulkley Building 
Cleveland, Ohio 


EQUIPMENT 
for HOSPITALS + INSTITUTIONS 


Helps ambulatory patients to get on 
and off X-ray table — in or out of bed — 
with perfect safety. Sturdy, completely 
sanitary, non-tippable, non-skid. Heavy 
chromed frame and handle of 1” steel 
tubing. Top 12”x17”. Top of handle 
39” from floor. Packed K. D. Also without 
handle #1050. 








Other Sturd-i-brite items: 
® Hat, Coat, Package 
Racks 
® Tray Stands 
No. 1050-H ® Portable Valets 


SAFETY a 
STEP-UP — or Black 


with High Handle 
See Your Local Dealer 


THE GAYCHROME CO., Sturd-i-brite Div. H 


1079 Southbridge St. © Worcester 10, Mass. 


WRITE FOR FULLY DESCRIPTIVE FOLDER 
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GAUGING OF DRUMS 

















Here’s how U.S.I. helps your pharmacy 
provide better alcohol service 


From dependable delivery to technical advice and assistance in handling permits and records, 
U.S. service is designed to help you keep ahead of your hospital’s pure alcohol needs 


Pure ethyl alcohol performs dozens of indispen- 
sable tasks in your hospital every day. Because 
alcohol does play such an important role, the 
quality and service you get from your supplier 
vitally affects the efficiency with which your 
pharmacy meets your hospital’s alcohol require- 
ments. 

When U.S.I. is your supplier, service starts 
with the prompt handling of your order and de- 
livery from a nearby bonded warehouse. Depend- 
able U.S.I. shipments eliminate the need for 
excessive alcohol stocks, help solve storage and 
inventory problems. Such aids as U.S.I.’s drum 


USTRIAL CHEMICALS CO. 


Division of National Distitlers and Chemical Corporation 


99 Park Avenue, New York 16,N. Y. 


Branches in principal cities 
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gauge chart, which shows at a glance how much 
alcohol is left in an opened drum, help make the 
pharmacist’s work easier. 

U.S.I. is America’s oldest producer of hospital 
and industrial alcohol: its sales organization has 
been serving hospitals for half a century. When 
you order pure alcohol, specify U.S.I. — get purity 
and service. 

For your free copy of the alcohol drum gauging 
chart shown above, write to your nearest U.S.I. 
sales office or to Department H at the address 
below. Please indicate whether you prefer the 
letter size, wall-chart size, or both. 


7; VA: S pure alechol Y Ae A S- ¢ 


es 




















SHAY —Continued MEDICAL EMPLOYMENT SERVICE 


59 East Madison Chicago 2, III 
ANdover 3-5663-64 


BIOSTATISTICIA 


INTERSTATE—Continued 
Alfred E. Riley, R.N., MSHA Director 


NURSING 


rOR OF 
DMINISTRATOR 

1ACH rove 

easte TACH 


SHAY MEDICAL AGENCY 
Blanche L. Shay, 
55 East Washington Street 

Chicago 2, 


Director 


Ilinois 


ay “7 You get BOTH in Nimplere oni SPEED QUEEN 


laundry equipment 


Lifetime Stainless Steel Washers and Extractors 


Speed Queen 


Commercial Automatics Simplex 


A lifetime tub, rust-proof, chip-proof Gas, Electric or Steam 
Bow! tub with 


flow rinse delivers linens cleaner 


Drying Tumblers 


agitator and over 
Simple controls, fool-pr 

construction 16 to 106 ‘ ‘ 
pound capacities. Prover Stainless Steel ‘‘Self- 
Balancing” Extractors 


Four sizes—10-15-25 and 50 
pound capacity feature auto 
self-balancing to re 
and eliminate 


faster, safer Transmission guaran 


teed 5 years. Heavy duty model alsc 


) hit i 
available with baked white ename by years of satisfactory 


nd inl ‘ ¢ 
1 Stainless Steel tub. Speec performance throughout the 


top a 
een Commercial Automati ryer 

Qu Cc i u atic Drye wailed 

matic 

duce vibration 

need for precise loading. Beau 


Simplex tiful—functional—durable 


yas or electric heat also available 


Simplex 





Upright, Open End Washers 


Beautiful mirror-bright Stain 
less Steel or baked enamel fin 
ish in cabinet or conventional 
design with a choice of man 
val, semi-automatic or fully 
automatic models in 25-50-75 
and 100 pound capacities 
Complete simplicity of con 
struction matchless yeor 
around performance. A choice 
of 28 quick-change, fool-proof 
washing formulas 


Gas, Electric or 
Steam lIroners 


A high capacity 48 
Super lroner for 
either gos or electric 
a 56” Master lroner 
for gas, electric or 
steam. Capacity, dur 
ability, manufactured 
by the oldest, most 
reliable name in 
lroners 








Full descriptive literature on any f 


the above equipment will be ser 
promptly upon request Write 


SPEED QUEEN 


A division of McGraw-Edison Co 


SPEED QUEEN AND SIMPLEX 
COMMERCIAL DEPT. E 


Ripon, Wisconsin 


The MODERN HOSPITAL 











€ siecle a 
3 SPECIALIZED 


ARMSTRONG 
BABY INCUBATORS 


\ complete line... 


one for each specialized need. 


Armstrong \-4 
(Nursery-Type ) 


ae. FREE HANDBOOK 


Armstrong DeLuxe H-H “how to use 
(Hand-Hole ) 
, Measured Work Techniques 
rite for detailed bulletins—or : i 
nen aren een eT to reduce cleaning costs 
PHE GORDON ARMSTRONG CO.. 


502 Bulkley Building 


Cleveland 15, Ohie | CHerry 1-8315 formation 
YOU! Ss .: ing and maintenance of 


This booklet contains in- If you're concerned with 








that will help rising costs for the clean- 


your building, the answer 
et } 
Reduce labor costs to your problem may lie 


© Improve work quality in the use of measured 











@ Even up work load work techniques—long 


jr mye rr @ Eliminate unnecessary — used in industry but just 


—~ ~~ i -™ = 
work getting started in building 


| | j 

—_, < ~_— —_ LZ [Ie _Y |e 

) — \ \ | \ — ™ ® Check performance cleaning and maintenance 
Bs } \ Ld a a ee \ aL } against standards operations. 





h ‘ di For Floor Cleaning Jobs 
the name in needles you can’t beat this 


Real leadership in any product results PERFORMANCE 


always from high quality consistently PAIR 
maintained \ 
wa 


Berbecker Surgeons’ Needles—products “Ss 
ANCE 
f an English n le-making art that S ane 
of an English needle-making art that goe ADVANCE Hydro-Jet 
back many generations, have always met Floor Machines Wet or dry vacs 
the highest standards of dependability cawscntag Lieve ee. 
with an ample margin of excellence to Brush sizes 12” to 24° eT pg ee 
spare 
ADVANCE FLOOR MACHINE CO. 
The name ‘‘Berbecker” in surgical ‘ 4102 Washington Ave. No. Minneapolis 12, Minn, 
needles means good functional design Send Measured Work Handbook 
uniform resiliency—and long service life Send literature on Advance vacs and floor machines. We maintain 


(Sold only through dealers. 


square feet of floor space. 
Name 


Company 


MAIL COUPON TODAY FOR FREE HANDBOOK 


| 
| 
| 
| 
| 
| 
| 
BERBECKER SURGEONS NEEDLES | ww. 
| 


Made in England for the Surgeons and Hospitals of America 
JULIUS BERBECKER & SONS, INC., 15H E. 26th ST.. NEW YORK 10 


89, No. 5, November 1957 




















° . e e 
ASE RE AANA 
MEDICAL EMPLOYMENT—Continued 
POSITIONS OPEN Me on 


MEDICAL EMPLOYMENT—Continued 


PLACEMENT BUREAUS 


Continued on page 170 


Quiet, Dependable 
KILIAN BALL-BEARING CASTERS 


GUARANTEED | HOEIaRAL SERVICE 
Five Years Without a Failure 


Quality built to insure positive swiveling, based on patented 
bearing structure. 

All metal parts are machined from bar stock fully heat treated 
for years of continuous use. Forks and brakes are made of malleable 
iron to withstand excess abuse. 

All exposed parts are cadmium plated for better appearance and 
to counter corrosion. 

At the Hospital for Sick Children in Toronto, for example, 

every bed, cot, and mobile equipment were fitted with 

Kilian casters. NOT ONE CASTER FAILURE WAS RE- 

PORTED IN FIVE YEARS OF CONSTANT USE. 

You can profit from the experiences of institutions like the 

Hospital for Sick Children by insisting on Kilian Casters. 


i eunii: 


{ 


MANUFACTURING CORP. 


SYRACUSE Pye A Ue teed . a Ss 
MANUFACTURING CORP. CORP 
(CANADA), LTD 
belaelalio Ma @lallel alo Pam Gelalelele| 
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Chamberlin Psychosecurity Screens 


PERMANENTLY AND SAFELY SOLVE PROBLEMS OF DETENTION 


PREVENT ACCIDENTS AND ESCAPE 
REDUCE LIABILITY HAZARDS 
PROVIDE PATIENTS’ PEACE OF MIND 
EASY TO INSTALL ON ANY WINDOW 


SERVE AS INSECT SCREEN y. 


WHERE Patients rooms Disturbed wards Examination rooms Treatment rooms 


PROTECTION Corridors Alcoholic wards Waiting rooms Windows accessible 
AND DETENTION Solariums, day rooms Nurses’ stations Delivery rooms 
ARE NEEDED 


to prowlers 


Toilet rooms Observation rooms Emergency rooms 


CHAMBERLIN SCREENS MEET THESE NEEDS 








) DETENTION TYPE to 


m —_ a ig ‘ withstand the fury of 
OVER 100 000 IN USE ‘ ‘ violent attack 
’ Ra , 5 


CHAMBERLIN HAS = PROTECTION TYPE 


p> ’ for the less violent 
INSTALLED MORE 3 ; patient 
PSYCHOSECURITY 3 

4 SAFETY TYPE fo 
SCREENS THAN ALL OTHER " : f mildly disturbed sasha 


COMPANIES TOGETHER Ps 1 = requiring protective 


custody 
SUPERIOR ADVANTAGES 


EASY TO CLEAN—Only Chamberlin’s (4) Detention Type (B) Protection Type 
patented design and the turn of a ; 
key makes it easy to keep clean the In the Psychosecurity Screen field, 
interior of the frame. No need to Chamberlin leads in design, engineer- 


l screvy ove ) tes. - S Oo ® f ; i d d 7 
secrey core Baie im cebck IN CASE OF FIRE— ist. cotneceng sre seneen 


the swinging screen panel hi i th f i 4 
ethics and the service to be expecte 

st Ss > P ; 

ECONOMICAL— installed inside win contin dante, tease bane: ta Gubl. 


do oO educe l nten;: ce, slass . 
Sadak, anaes ae GU aoe EXCLUSIVE CHAMBERLIN LOCK ness 60 years. 
ALL STEEL OR ALUMINUM FRAMES — shock RELEASE ON OUTSIDE OF SCREEN 
asborb re sta less steel esl Ss 

casual Su te taney Cates te —READY FOR EMERGENCY RESCUE 








ie datas tee STEEL OR ALUMINUM 


concealed springs 

NO STEEL BARS—ordinary screen ap- 
pearance implies no sense of re- : ‘ 4 a 
straint — presents no prison look tae FF . ae CHAMBERLIN COMPANY OF AMERICA 
NATION-WIDE SERVICE-——assures  pro- a Pp h " s 
fessional factory attention and im eve sychosecurit creens 
mediate expert service ee EMERGENCY y y 


HOSPITAL ADVISORY STAFF—write for 7 RELEASE CHAMBERLIN COMPANY OF AMERICA 


guidance and full details on Cham- ; oe 
berlin’s service to hospitals, insti Special Products Division 
tutions and architects 1254 LA BROSSE STREET « DETROIT 32, MICHIGAN 




















CHAMBERLIN INSTITUTIONAL SERVICES also include Mineral Woo! Insulation, Metal Weather Strips and Calking, Metal Combination Windows and Doors, Metal insect Screens, Aluminum and Fiber Glass Awnings. 
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PLACEMENT BUREAUS 


HOSPITAL PERSONNEL BUREAT 


E. Lexington St 


NATION-WIDE PLACEMENT SERVICE 
Physiciar Administrator 
D 
RN 


Kasthampton, Massachusetts 


Department HS-5 





Michigan Avenue 


DOROTHEA BOWLBY ASSOCIATES FOR 
. itr 1IcCagO < 
NI 


Specialized Employme 


and Hospital Persor 


F< 


Administ 


Manager 


(Continued on 





SALE 


MEDICAL BOOKS 


NURSING A 


Machine 


Feel Safe... 

Be Safe.. 

Install 

Fairbanks-Morse Standby Generators 


Those who are responsible for public safety—in schools, 
hospitals, theaters, hotels and similar places—can protect 
lives and property better when F-M standby power gen- 
erators are on the job. 

F-M generators are available in capacities from 600 to 
2500 watts for portable service, to 100 kw. for permanent 
installations. These units are available with manual and 
automatic starting systems. AC current. See AIA File 
29a/Fa, or write to Fairbanks, Morse & Co., Chicago 5. 


@ FAIRBANKS-MORSE 


@ name worth remembering when you want the BEST 





WATER SYSTEMS * GENERATING SETS * MAGNETOS + PUMPS 
MOTORS * SCALES * DIESEL LOCOMOTIVES AND ENGINES 
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THE WINTHROP LIBRARY 
OF MOTION PICTURES 


POSTOPERATIVE AEROSOL THERAPY (16 min. 


Max S. Sadove, M.D., Professor of Surgery 
(Anesthesiology), and Reuben C. Balagot, 
M.D., Assistant Professor, Division of 
Anesthesiology, University of Illinois Col- 
lege of Medicine Research and Education 
Hospitals. 


The film shows how respiratory complications 
in the postoperative patient can be prevented 
and illustrates the newer methods of manage- 
ment of such conditions. The rationale of using 
Alevaire", a balanced detergent mist, in aero- 


sol therapy is presented. 


PREPARING FOR SURGERY (20min) 


Charles K. Kirby, M.D., and I. S. Ravdin, 
M.D., with the cooperation of the staff of 
the Hospital of the University of Pennsyl- 
vania, Philadelphia. 


The film teaches the general principles and 
details of asepsis. Preparation of the skin of 
the hands and arms with pHisoHex® (antiseptic 
detergent) is shown in detail. 


CONTRAST RADIOGRAPHY AND 


vo 


CINEFLUOROGRAPHY OF THE 
GENITO-URINARY TRACT 025 min. 


Henry Bodner, M.D., Allan H. Howard, M.D., 
Joseph H. Kaplan, M.D., Los Angeles, Cali- 
fornia; Glendale Sanitarium and Hospital, 
Glendale, California; College of Medical 
Evangelists, School of Medicine, Depart- 
ment of Surgery (Urology), Los Angeles, 
California. 


The film demonstrates the technic of excretory 
urography with Hypaque®. Urograms of sev- 
eral patients are analyzed. The physiologic 
mechanisms of the renal pelvis and ureter are 
depicted cinefluorographically. 


89. No. 5. November 1957 


SURGICAL RESIDENCY SERIES (25.45 min) %. 


Surgeons of the Peter Bent Brigham Hospi- . 


tal and Harvard Medical School, under the 
general direction of Francis D. Moore, M.D., 
Professor of Surgery. 


. Subtotal Thyroidectomy for Thyrotoxicosis 

. Subtotal Gastrectomy for Duodenal Ulcer 

. Repair of Inguinal Hernia 

. Cholecystectomy for Cholelithiasis 

. An Operative Clinic on Jaundice 

. Thyroid Surgery: Nontoxic Nodule 

. lleostomy and Total Colectomy for Ulcera- 
tive Colitis 


OPERATIVE CHOLANGIOGRAPHY (20 min) 


N. Frederick Hicken, M.D., F.A.C.S., Associ- 
ate Professor of Surgery, University of 
Utah, College of Medicine, and A. J. 
McAllister, M.D., Instructor of Surgery, 
University of Utah, College of Medicine. 


TECHNIC FOR SPLENECTOMY (25 min. 


John L. Madden, M.D., Director of Surgery, 
Department of Surgery, St. Clare’s Hospital, 
New York, and Associate Clinical Profes- 
sor of Surgery, New York Medical College. 


Other films also are available. 


All films 16 mm., in color and sound. 


a 








SEND YOUR REQUEST FOR BOOKING TO 


Motion Picture Department 


([f)iuithoep LABORATORIES 


1450 BROADWAY, NEW YORK 18, N. Y 























SCHOOLS—SPECIAL 
INSTRUCTION 


The BOSTON LYING-IN HOSPITAI 
ialified registered nurs oo 


nship ir 


k 





GRADUATE HOSPITAI 


SITY OF PENNSYLVAN 


(Continued on page 174 


BUILT 
OF 
FINEST 
BIRCH 
HARD- 
WOOD 


*1068% CHEST DESK 3} 


This four-drawer chest-desk requires only 35” x 19” 
floor space. When its drop-leaf shelf is raised it looks 
like a drawer front. The shelf and the four drawers 
(2 large, 2 small) have recessed pulls. Top of chest 
is covered with grained plastic and has protective 
plastic edging. When 
order is sufficient, 
any finish can be 
supplied. 





ee 


FICHENLAU Bs’ 


ontract Furniture 


3501 BUTLER ST. PITTSBURGH 1, PA 
SEND FOR BULLETIN 1029 ESTABLISHED 187 








sanitary 

ice service 

to patients 
at Longview 
State Hospital 


Besides the sanitary angle, this Gennett Model XV Ice Cart has 
adequate ice service to Wards 7 and 8 of this large 
with the least handling. The director 
so 


assured 
hospital at Cincinnati 
of nursing cites also benefits of labor and ice economy 
well insulated the ice did not melt over a hot weekend. Mass de 
livery saves. Let Gennett help you insure sanitary ice storage and 
service. Write GENNETT AND SONS INC., One Main Street 


Richmond, Indiana 


¥, 


—=_-, 
iad 
| 


y 
& 4 2501s. 3 
50 Ibs. 


A 
150 ibs. @ 
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standard equipment 


The CROUPETTE® is standard equipment in about 3,000 hospitals and 96 per 
cent of U. S. medical schools. First ‘cool vapor’’ croup tent, the CROUPETTE 
consistently excels all others in comfort, convenience and safety. The fresh, 
moisture-saturated air is effectively cooled and oxygenated by exclusive CROUPETTE 
forced circulation. Aerosol or oxygen therapy may be easily administered. With 


no moving parts, the CROUPETTE is as simple as it is safe and efficient. ; 
Light, compact, portable. 


Includes spare atomizer. 


relief and comfort. 





The/ Croup erre / a 


Cool-\ apor and Oxygen Tent By AIR SHIELDS, INC. Hatboro, Pa. OSborne 5-5200 





For information or orders, call us collect from any point in the U.S.A. 
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Remember... 





or 


NEE ard 


TRADEMAR K 


DISPOSABLE 
NIPPLE COVERS... 


provide space for identification and for 
mula data nstantly applied to nipple 
Save nurses time...cover both nipple and 
bottleneck. Do not jar off. No breakage 
Use No. 2 NipGard for narrow neck bottle 

. use No. H-50 NipGard for wide mouth 
(Hygeia type) bottle. Be sure to specify 
type desired 


THE QUICAP COMPANY, Inc. 
110 N. Markley St. G23 . 


Greenville, South Carolina 


for quick, de- 
pendable protec- 
tion to nursing 
bottles . . . use 
the original 
NipGard* covers 
Exclusive patent- 
ed tab construc 
tion fastens 
cover securely 
to bottle e For 
High Pressure 
(autoclaving) .. . 
for Low Pressure 
flowing steam) 


Your hospital 
supply dealer has 
NipGards. Profes- 
sional samples on 
request 


ONLY 


9999 


Complete 


DOCTORS’ REGISTRY 


Complete Unit — Ready For Installation 
60 unit board (illustrated only $595.00 
96 unit board 


Toole Reg 

direct j 

low up delivery or 

disclaim responsibility 

2 or more boards may 

be hooked up for remote 
operation 

Accepted, approved and 

specified by leading Western 
he sp tal arch te ts 

Toole Registry Board 

unique for ease of 
maintenance. bulb and 

plate replacement 

Only 5 day delivery on 

name replacement You deal 
directly with engraver 
Multiple or special type 
boards available 


Electronics Division TOOLE ENGRAVING CO. 
5112 Melrose Avenue, Los Angeles 38, California 


0 day « 


e Write for 





YOU WILL WANT TO READ THESE ARTICLES IN 
FUTURE ISSUES OF THE MODERN HOSPITAL 


Report of important research study of job satisfaction in nursing 
The report indicates reasons nurses like their jobs, when they do—what they find frustrating 


New departure in financing care of medical indigents 


Memphis Plan’’—aimed at relieving the plight of the patient who is “in the middle’ —neither private 


nor charity 
How to save on the hospital's electricity bill 

Legal responsibilities of the medical staff 

A series of features on the preparation of hospital budgets 


A series on organizing a planned program of “preventive maintenance”’ 





BY HAVING A PERSONAL 
SUBSCRIPTION YOU WILL BE 
SURE OF SEEING ALL 
THESE FEATURES 


MODERN HOSPITAL PUBLISHING CO., 
919 N. Michigan Ave., Chicago 11, Ill. 


Send the next 12 issues of The MODERN HOSPITAL and bill me 
for $4.00. (Outside U ts Possessions and Canada, $6 


Name 
Street 


City 


— -@i MAIL THE COUPON 


Hospital 
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STATEMENT REQUIRED BY THE ACT OF 
AUGUST 24, 1912, AS AMENDED BY THE ACTS 
OF MARCH 3, 1933, AND JULY 2, 1946 (Title 39, 
United States Code, Section 233) SHOWING THE 
OWNERSHIP, MANAGEMENT, AND CIRCU- 
LATION O} 


UNEXCELLED 


for simplicity. 


comfort 


and strength 


127 years 
makers of 
chairs and 
tables for 


public use. 


design DNY-119 
w.10°,¢4.23° h. SZ’ 7 
Write us about your seating 
needs. We will send 
appropriate illustrated material 


THONET INDUSTRIES, INC., Dept. K 


ONE PARK AVENUE, NEW YORK 16, N.Y 


THONET 


INDUSTRIES IN 


P. McDERMOTT 
oe SHOWROOMS: NEW YORK, CHICAGO, DALLAS, LOS ANGELES 
MIAMI, STATESVILLE, N.C 











89, No. 5, November |957 





What's Your Oxygen CPP ? 






































’ 
» rOP AND THINK a moment about the cost differential 
between the amount you pay for oxygen per cubic foot 
and what it actually costs you to render an effective 
treatment. You ll find that the additional expenses ot 
nurses, orderlies, records clerk, and maintenance and 
storave facilities radically increase the ultimate cost of 
oxygen to the hospital. 

LINDE can help you to reduce the over-all cost of OXY- 


ven per patient. We can furnish ideas and visual aids 


LIN DE COMPA N Y 
Division of Union Carbide Corporation 
30 East 42nd Street, New York 17. New York 








8 RASA 
l 1 — W/4, 


+. Cost Per Patient—the ulti- 
mate cost to the hospital per 


hour of effective treatment. 
































that will help you to cut costs of oxygen installations. 
operations, and treatments, We can even assist vou in 
-etting up an efficient bookkeeping system. We can show 
you how to avoid accidents. We offer advice in planning 
and installing an efficient storage and distributionsystem. 

Oxygen information and practical aid for hospitals 
has always been a LINDE service. To find out how vou 
can get the most from your oxygen dollar, just call or 


write the LINDE oflice nearest vou. 


inde 


eT ite). 
LeF Nid =j] 2) 3 


TRADE MARK 


Offices in Other Principal Cities 


In Canada: Linde Company. Division of Union Carbide Canada Limited. 


The term nde and “Union 


Carbide are registered trade-marks of Lmon Carbide Corporation 


The MODERN HOSPITAL 





WHAT’S NEW FOR HOSPITALS 


NOVEMBER 1957 Edited by BESSIE COVERT 





TO HELP YOU get more information quickly on the new products described in this section, we 
have provided the convenient Readers Service Form opposite page 204. Check the numbers 
on the card which correspond with the numbers at the close of each descriptive item in which 
you are interested. The MODERN HOSPITAL will send your requests to the manufacturers. 
If you wish other product information, just write us and we shall make every effort to supply it. 


Electronic System bole Claribt Csreen, Be h Bei 


Controls Temperature Remotely ent <ol © popular crackle cd ired irs pacities 
| meriniiiianae oh. Jom ! The Underwood ¢ orporation 1 Park | te witl ! otoriz unit as weight 
: —s , a neve} Ave New York 16 \lotorization permit 
rr de } iest unit b 
Thus les 
Disposable Svringe Tit eie’ erg ham distribution 
i ( omplete With Needle 
| ‘ 


F € 94 


; { lie ) { t rhil | 


tely 49 inches. S. Blickman 
rl} ¢ ( for t fort Chicago \N\ | P NJ 
. Ih . 
Apparatus Co 5 Ashland Ave 2 ee ved 


Chicago 22 


height of 


Inc.. 


Weighing Stretcher 
Fouch-n-Go Foodveyor for Accurate Patient Weight 


Has Motorized Propulsion D hts of 


; 
ttle! 


ilibrated to 

curacy without 
positioning of the 
nie ured either 

OT iduations rin 
CGuations The two 
to balance the 

r pad and draw 
patient 1S 


UINING 


ssis of the 
nitin 

the stretcher 
op whic i 
pad entire 

n four du ontrol 

locked Teh card Dna 

thre patient 1S being 


Model 1198 Weighing 


i bec ! ' thre ntro 


) ‘ r I 
Minneapolis - Honeywell) Regulator Co., 
2520 Fourth Ave. S., Minneapolis 8, Minn 


me foot mm twents 
Thre Foodvevor 
wer mn narrow reas ( mito 


ndard elevators, and the caster arrange 


F 


re details 939 ; 7 ard 


' 
Standard Typewrite: nent permits a complete turn withi 
| | 
Features Lighter Touch TS-inch circle Phe power drive requires 
now Underwood louch-Master 10 ‘ ry equipment and the battery i 


Pypewriter heen specifically harged in daily operation as the 


ise. the typist’s. work load. vevor is being pre-heated or pre-cooled 
, 
lighter touch wa In yperation the Foodvevor moves slowly 
: s } ow the ton on the id of the steerins 
vement desired and hen the button on t end of th cern Stretcher is constructed of carbon steel with 


} 


: } | ; ssed 1 stops S , } 
requires up to 26 rand depressed and stops in tantls a eee a 


typing cflort. Major design when pressure is removed The operator poise and weights are of brass with a 
nickel or chrome plating Jarvis & Jarvis. 
Inc., Palmer, Mass. 

For more details circle 2943 on mailing card 


ve 350 foot pounds of energy walks ahead of the unit, steering it by 

in an average typing day, according to the turning the handle in the desired direction 

manubacturer The Touch-Master is avail Another control button is pressed for re 
(Continued on page 178) 
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WHAT'S NEW 


Deknatel Plastic Pak 
Reduces Suture Handling : 
solution as user 


sparent Deknate | 1 1+} 
Nes IS ¢ ploved id ri 


hdes 


Same 


ut incl othe 
istance The 


} 
1 with glass con 


tituire 


without 


, , 2 sterility techni 
’ _ » Ww Sutures is unchanged. The hazards of 
| | ‘ with the Plastic 
tk and mnopened | ik ann be 
A. Deknatel & Son, Inc., 96-20 222nd 

Queens Village 29, LL. N.Y 
rT e deta rcle 2944 on mailir 


I 


resterilized 


High Humidity Oxvgen Tent 
Is Easily Cleaned 
iH 


nist 


VASELINE 
PETROLATUM 
GAUZE 


conforms fully to the official 
Standards prescribed by the U.S.P. 


This prepacked, pretested material assures 


unquestionable sterility at time of use. 


Especially-designed equipment impregnates the 


gauze so lightly and uniformly that the danger 
of maceration is minimized. 


Most hospitals are neither staffed nor equipped to fol 
low the U.S.P. XV specifications for the preparation and 
control testing of a dependably sterile petrolatum gauze. 
That is why ‘Vaseline’ Sterile Petrolatum Gauze U.S.P. 
is their choice of a nonadherent dressing. It has proved 
itself “best by test” in millions of cases in thousands of 
civilian as well as military hospitals throughout the 


United States. 


WHY USE SUBSTANDARD 
MATERIAL 


when this superior 
prepacked sterile product 
is available at a 
worthwhile saving ? 


CHESEBROUGH-POND’S INC. 
Professional Products Division 
NEW YORK 17, N.Y. 


VASELINE is a registered trademark of Chesebrough-Pond’s Inc. 





oxygen flowmeters are 


vice bvscnrclity Loo per cont Iwo 


up to 


pro. ided on the con 


trol upplving oxvgen to. the 
nebulizer and the other « ct to the 


Phew 


panel one 
tent 


itor 


‘ » included in the standar 

nxvgen fen del. MeKesson Appliance 

Co., 2226 Ashland Ave., Toledo 10, Ohio 
For more details circle +945 nq card 


noma 


Steam Cooker 
Is Self-Generating 
[The Steam-Chef Model 3SI 


elf-generating steam cooker 


i three 


compartment 
It is ce 
kitcher withou dequate 
ind occup | wan ten 

' ' | 


Ontaimed 


institutional 
facilitie 
square teet of 
boiler is of 


ntorr ipid 


signed for use in 


stear 


genera 
ivailable in either 
lel 
permit rrangement 
or basket side 
wit unloading and inspe¢ 
tion of food during the cooking evel Phe 
werall height of the wker is only 67 
inche dl three 
within easy Cleveland Range Co.. 
3333 Lakeside Ave., Cleveland 14, Ohio 


For more details circle 4946 on mailing card 


The new | 
ot pans in pairs o7 side-by 


for easier lo 


placing compartment 


reach 


Fitted Mattress Pad 
Has Sanforized Skirt 
\ Sartorize d bleached 


binding with elastic 


skirt, tightly 


scWwn to the tension 


) hold it 
the Bates Colonial 
has il] ol the 


pad with the added advant ie 


ature ol 
Style 


firm, is an added ft 
Mattress Pads. 
1304 features ol 
the Bate 
of the 
bleached new 
without filling. It 1s 
dries quickly, Is e€asy to 
clings to the mattress. Bates Fabrics, Inc., 
112 W. 34th St., New York 1. 

For more details circle #947 on mailing card 


(Continued on page 180) 


superior 


fitted skirt. It is made 
seamless and 
easy to launder, 


handle ind 


cotton 


white 
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The administrator finds it hard to believe. 
The comptroller, on the other hand, knows 
it’s true. Yes, he can now supply complete 
operating figures by the 10th of every 
month...can be certain that reports reach 
the board by the 15th 


What brought about the change? McBee 
Keysort punched-card controls! Keysort 
Requisition-Charge Tickets and Patient- 
Dav Statistical Cards 
designed-for-hospitals Keysort Data Punch 


speeded by the new, 


have allowed this hospital to reduce 
paper work at nursing stations, increase 
handling efficiency in service departments, 


° 


ensure promptness and accuracy in posting 
charges. Result: Kevsort now gives the 
administrator faster, more accurate and 
complete analysis of income. He can thus 
better evaluate service-department output 
and utilization of special services .. . de- 
termine true cost per patient day. He makes 


Ol tripie 


a complete report to the board... 


Learn how Keysort can today help you 
institute proper administrative controls by 
speeding to vour desk the timely reports 
which make possible better patient care. 
The nearby McBee man can show you how 
it’s done. Why not phone him, or write us? 


Better patient care through administrative controls 
ROYAL MCBEE Corporation, Port Chester, N. Y. 


Offices in principal cities. In Canada: The McBee Company, Ltd., 179 Bartley Drive, Toronto 16. 





HELPS YOUR 
KITCHEN PASS 
RIGID SANITARY 

INSPECTIONS 


NEW A-F “PANHANDLER” 


Ensures Clean, Sanitized 
Pans, Utensils, Food 
Transport Containers 


More and more major hospitals are in 
stalling A-} Panhandler Pan and 
Utensil Washers like this one in 
the kitchen of a large State Mental In 
stitution . to be sure that their 
standards of cleanliness and sanitation 
are above reproach 

By virtually eliminating the factor 
of human error and substituting force 
ful, high-pressure spray action, the A-|! 
‘Panhandler” cleans quickly, thorough 
ly, uniformly The operator simply 
loads, sets the dial and the machine 
“wash-drain-rinse 
Most important, the 

operates at elevated 


does the rest 
automatically, 
A-F “Panhandler 
temperatures to flash-dry as well as 
sanitize 

If you want your kitchens to pass 
the most rigid inspections to wash 
pans, utensils and transport contain 
ers more efficiently and economically 

write for new “Panhandler” catafoe 


today! 


Versatile Model VP ‘‘Panhandler’’ washes a 
wide variety of items luding small, light 
weight lids for food transport containers 
shown here in racks for more efficient clean 


ing 


THE ALVEY-FERGUSON CO. 


217 Disney Street, Cincinnati 9, Ohio 


Representatives—-Coast to Coast 


WHAY’S NeW 


“Mighty 28” Tray Cart 
Has Extra Capacity 
Extra tray capacity in minimum 
with easy cleaning re features 
new ealpack Mighty 28 Pray 
Designed I twenty-eight 16 by 
capacity ot 


time floor sp C 


“7 


ri 
i ; 


= 





oO} ull t Free Mealpack Cor 
poration, 2014 Ridge Ave., Evanston, Ill 

For more details circle +948 on mailing card 
Aren Identification Band 
Is Complete Unit 

No tool ire’ re 


I 
} 
Wil 


innot he iccidentally 
ope ned Name and other necessary infor 
mation are inserted under the crystal clear 
lastic window ind the one piece Aren 
vand is adju ted as to size and the nap 
losed. The band cannot irritate and there 
ire no sharp edges or corners. Available in 
idult and infant sizes, Aren Identification 
Bands can be used for all patients Will 
Ross, Inc., 4285 N. Port Washington Rd., 
Milwaukee 12, Wis. 
For more details circle #949 on mailing card 


(Continued on page 182) 


ELECTRIC PLANT 


NEWS 


Power outages 
can do no harm 
in this hospital 


Onan Electric Plant supplies emer- 
gency power for lighting and all 
vital electrical equipment 


An Onan Emergency Power System 
protects patients and personnel. Sup- 
plies current for lighting corridors, 
operating rooms, delivery rooms, stair- 
ways; provides heating 
system, ventilators, elevators, X-Ray 
machines, and other vital equipment 

Your hospital is assured of electric 
power at all times with Onan Emer- 
gency Electricity 
pletely automatic. When highline power 
is interrupted, the plant starts auto- 
matically ; stops when power ts restored. 

Models for any size hospital 1 000 
to 75,000 watts A.C 


power for 


Operation is com- 





Complete standby systems 
at lower cost 
Onan Vacu-Flo cool- 
ing permits using air- 
cooled models in 
many installations of 
oe considerable sav- 
ing. Check Onan be- 


fore you specify. 
Ris 
See your Samet Write for 


architect or i Standby 
engineer Folder 


D.W. ONAN & SONS INC. 


3563 University Avenue S.E. 
Minneapolis 14, Minnesota 
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The 
Strength 
of Metal 
Where You 
Need It! 
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EF. your oxygen flowmeters, you 


have the right to expect years of rugged 
service——without maintenance or delicate 
handling. 
Puritan’s handsome, chrome plated metal 
body shields the plastic calibrated flow 
tube from damage and assures the neces- 
sary strength required by daily use. 
In Puritan Flowmeters, this time-tested 
design principle is combined with such 
unexcelled performance characteristics 
as: 
... flow accuracy unaffected by back 
pressure. 
.. usable with every type of administer- 
ing equipment. 
.. dependable readings under all condi- 
tions. 
. easy to read and adjust. 
.. usable with Regulators or Piping 


Systems. 


You Pay 
No More for the 
Very Best When You 
Insist on the 


PURITAN 
PRESSURE COMPENSATED 
FLOWMETER 


Se 
uritan' 


COMPRESSED GAS CORPORATION 
SINCE 1913 


KANSAS CITY 8. MO 


PRODUCERS OF MEDICAL GASES 


AND GAS THERAPY EQUIPMENT 








WATS New 













friangular Linen Hamper hospital linen hamper is not in use. In use Wall Suspended Ledges 
} rads ‘ a 
Saves Storage Space it is easy to handle and the two large jn Modular Furniture Line 
10-inch rubber-tired wheels plus a single Modular component ind wall us 
mEPOT NSS 7 | n 
ef mall front caster permit the hamper to be pended ledges are features of a new line 
rolled easily over door sills or rough floors. of hospital furniture developed for patient 
The shape and the casters also permit tilt-  ;sooms. as well as for personnel housing 
’ the ha pe! tor pu hin or pulling fnilt on an original design. the modul 
iste eusiel ivement with better cor diieioaial : ambined with easils 








tandar 95-incl hamper hea I I 
Brewer Co., Butler, Wis 


F more deta 











e <9 








NEW MARKET FORGE 
= —S MEDI-PREP "tapine’s 
te PACKAGED SOLUTION 


TO THE PROBLEMS OF STORING 
PREPARING AND DISPENSING 
OF MEDICINES 







WITH THESE 
14 FEATURES 
All Stainless Steel 


Fluorescent Lighting 





litst bherst 





ind wall perce edu Community 
Metal Products Corp., 1213 5. ¢ ircle Ave 
Forest Park, Ill 

Cup Dispenser For more details 


Narcotic Cabinet 





Storage Shelves 











Pill Box Shelves Strathmore Window Shade 
Has Self-Woven Stripe 







Medicine Shelves 







Water Faucet 
Sink 

Waste Facilities 
Work Counter 
Syringe Drawer 


Refrigerator 





To be used either recessed 
or free standing. 







The new 
Market Forge Medi Prep 
Medicine Cabinet is the result 





of extensive time and motion studies and 













provides a well-lighted counter and sink with easy- 


to-see and reach facilities for medicines syringes, pill 






s 









* an 




















































narcotics and refrigerated biologicals. — Complete with a 
separate locked compartment for narcotics with a removable step Mills Company of Chicago. M ide of stun 
rack and a built-in refrigerator with three sliding drawers The new Medi- dy cloth with an int itn ulead’ cise 
Prep provides an economical compact unit which results in substantial savings kid: mies i ars Re AP a 
in nursing time and effort b | rain- rer 
and flameproot hie ew window hac 
Every hospital, new or old, can gain the advantages of the new Market Forge gives an attractive new lool on 
Medi-Prep Medicine Cabinet Ap thy Ciara eagles “siti ” 
available in white and light beige in 






up to 54 inches wide, mounted on a 


dependabl roller. Window Shade Mfrs 
Assn.. 341 Madison Ave., New York 17 


For more details circle #952 on mailing card 


(Continued on page 184) 


Send today for detailed specification sheets on this new unit. 


MARKET FORGE CC 


EVERETT, MASSACHUSE 
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now... for the first time... 10 wach | 
two new oxygen-tent units that are ¢ y ! 


VvicCKesson AQUALORS 


Just remove door on top. Then wash the coils with 
hose or large volume of water! 


Don't worry! Large-diameter drains 


- 
, 
. a mean quick removal of wash-water. 


A great convenience to service personnel. 


Only McKesson Aqualors have this feature! 


100% HUMIDITY MAINTAINED 
BY THIS MODEL 1150! 


Nebulizer 1s located in bellows-tube 
connection. Easily removed by service 


personnel. 


STANDARD AQUALOR (Model 
1155) is identical to Model 1150, ex- 
cept for High-Humidity feature. 





Lighted 
Control Panel 


note oxygen flowmeter 
(center), temperature and 
ventilation controls (left 
and right), oxygen con- 
trols (bottom). 








LL 





for full 
information 


sep ae 
OXYGEN TENTS 











McKESSON APPLIANCE COMPANY * TOLEDO 10, 


o. 5, November |957 





WHAT'S New 


Thermal Beverage Server 
in Attractive Design 


Landers Frarv & Clark 


Stanley Division, New Britain, Conn 


} 


F e det rcle 


Kangaroo Floor ( leanet 
Has Tool Storage Area 





\ 


} 
h 


Advance Floor Machine Co 
{100 Washington Ave. N.. Minne aplois 12 
Minn 


For 


Cancer Registry System 
Meets Accrediting Standards 
1) to eet 


Ke 


t y-np co 
161 W Harrison 


( re I | 
Phy sicians Record Co.. 
St., Chicago 5 


F more details 


Permanent Germproofing 
With Wal-Shield Wall Finish 


A Simpler, Safer Technique <p ie eanraggeabaguoer 


Simplicity is the foundation of safe, sterile tech- 
And Castle’s Thermatic Systerr™ is the sim- 


nique. 
1-Shield 


plest of all 
Through automation, a single master switch 
controls the complete sterile cycle, regardless of oating but prov 
load or desired exposure. The operator sets the in walls and ceilings co dad witht Are 
safety door and the Thermatic erm proof d aga 
bacteria and the report states that Wal 
Shield retains its antiseptic propertic dur 
‘ the long life of the product It is avail 
ott pastel olors, dric quickly is 


control. closes the t wide variety of 
System does the rest. It’s that simple! 

Thermatic processing is sterilization without the 
possibility of error, and that means greater safety 
for the patient. ible in 


Write for descriptive folder. idor-free and easy to apply. The re sulting 


WILMOT CASTLE COMPANY finish is ilso was} ible ind color ire face 
RAR eee ee ean wen mee proof. M. A. Bruder & Sons, Inc., Phila- 
delphia 43, Pa. 


LIGHTS "AND STERILIZERS For more details circle #956 on mailing card 
(Continued on page 186) 
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... New Dimension in 
Therapy Regulators! 


Streamlined, efficient function that’s the 
new dimension you get in Liqui-Med Therapy 
Regulators. Designed expressly for use by 
hospital personnel, they provide optimum 
accuracy, virtually eliminate mistakes 
Stainless steel diaphragm. Nylon pointed ad 
justing screw prevents metallic friction 

> exclusive REGULITE adjusting cap gives error- 
free settings 4000 lb. H.P. COe gauges for 
extra safety. Write for free literature 


FOR SAFER 
MORE EFFICIENT 
ANESTHESIA 


EXCLUSIVE! THE 


Neorch 


SURGICAL RESPIRATOR 


Designed by a doctor, one of America’s leading author 
ities on anesthesia, the Morch Respirator provides 
safe, efficient, up-to-date surgical techniques 





@ Operated by compressed air or oxygen—no electrical 
components 

@ Easy adjustment of rate, pressure and volume 

Follows patient’s normal respiration 

Connects to any anesthesia apparatus, or can be 

used without apparatus 

Reduces the amount of anesthesia needed 

Silent operation provides a quieter surgical field 

Relaxes the abdominal wall 


All rubber parts are conductive 


Now exclusively represented by Liquid Carboni 
Write for full particulars 


——_~ 


<> LlaviD CARBONIC 


DIVISION OF GENERAL DYNAMICS CORPORATION 
3100 South Kedzie Avenue, Chicago 23, Illinois 
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WHAT'S N 


weighs only 
tricycle-type rolling gear and convenien 


tubular handle is easy to manage, either 


on the le vel 
lt ides 
perlormance 


the 


mobile 


or going up and down stairs 


pro the suction, air velocity 


ot larger machines, accord 


te 


icturel vel 


ind 


manul Is quict 
ind 


Phe machu 


Pay filter 


di CAS\ cconomica 


operate iC s equipped witl 


') ind has 


Kent 


hsposable eT is 
lly 
al 


shut-of] 
the 


stable Water n 


! it 
Junior 


s. bed springs, vemne 


sills. radiator nt 


Wi 1do A 

Quiet Operation ae 
for Lightweight Vacuum 
I} “ nt Quiet Jur 


I 


other 


Ror 


F 


reas 
ne, N.Y. 


re det 


Ke I 1Or Vac xils 


BE SURE... 
GENUINE 
Scheurl UNITS 


GRAND RAPIDS 


SECTIONAL SYSTEM 











Units can be arranged to fit any pharmacy layout, any set of work- 
ing conditions. Whether you plan to remodel or design a new 
pharmacy, our distributors will gladly help you in selecting appro- 
priate units. Or if you wish assistance in establishing a complete 
plan, our Equipment Planning Department can furnish detailed 
layouts and specifications. 


Manufactured Solely and exclusively by 


GRAND RAPIDS SECTIONAL EQUIPMENT CO. 


The Greatest Name in Pharmacy Equipment 


GENERAL OFFICES: 200 FULLER BLDG., 11 FULLER AVE., 
GRAND RAPIDS 6, MICHIGAN e¢ PHONE GL-1-3335 


.. €. 


34 pounds and with the 


ana 


20-Quart Mixer 
in Table Model 


| 
a 


t 


CSpPcc 


Design 
t kitchen task 

whipping 

tl 


1¢ nev 


} 


} 


i 


The Kent Co., 736 Canal St.. 


- 


y 


Cos Sind 
ily tint ( 

n. Toledo Scale Co., 1023 Telegraph 
Rd... Toledo 13, Ohio. 
For rn e deta ‘ 9 


Colorimetric Strip Text 
for Proteinuna 


4 
\ 
1 
( 


thod cal 


up time requil Ames ( ompany, Inc., 
Elkhart, Ind. 
Fe fr e deta 


ISG 


Spray and Liquid Insecticides 


for Institutional Use 
] 


ticide 


ha 


iT 
1ris¢ 

1; 
wd te 


| d 


| 


Johnse 
Insect Spt 
elitration of 
the 
non-lo 
bei 


flying 


in spray and liq 
" 
Killes 


tain a higher 


ind iy con 


coll synergized 


pyrethrins than household 

They 
around 
1 to 
insects which have built up resistance t 
other insecticides. The 


is packed in 16-ounce containers and the 


counter 


part. ire X 1K 


use human 


are sak kall ind 


pre surized spray 


liquid for use in mechanical dispenser 


fh 30 and 


available one 


S. C. Johnson & Son 


1S in ve, 


gallon containers 


Inc., Racine, Wis. 


For more details circle #960 mailing card 


(Continued on page 188 
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tle is typi al o 


nd only in Kentiler ubber tale. 
f the beautiful, 


the extraordinary resilience and long wear of 
KENTILE* rubber tile is your best answer! 


Every hospit 


ioned beauty 


il desers thre resttul atmosphere and cush 
{ Kentile rubber tile in rooms, corridors, 
and wards alike. Patients appreciate its cheerful colors 
and smart designs. Doctors and nurses welcome the fact it 
helps reduce fatigue. And hospital attendants find Kentile 


rubber tile is so easy to keep clean. Its pre-polished sur- 


89, No. 5, November |957 


face resists dirt and stains, and because it’s so excepuon- 
ally tough, Hoors look like new even after vears of hard 
Kentile rubber tile (KenRubber‘ 


minimum maintenance and expense. For details. just get 


wear. Yet requires 


in touch with your Kentile flooring contractor. He’s listed 
under FLOORS in your Classified Telephone Directory. 





WAI S New 


Keeps liquids HOT or COLD Professional Scale 


Has Streamlined Design 
Che Health-o-Meter 400 i 


GRAND NEW Hanley PITCHER-SERVER scale combining modern d 


nental Scale qualits 


‘ : neered for accurate a 
é : hil providing nodert 


ippearance 


Full Quart Capacity! eam 


@ For room and bedside 
drinking water 


For dining room serving 
of “second cups” (elimi- 
nating those trips back 
to the kitchen) 


For dining car table use 


For steamship staterooms 





Wall Bracket 
For Extra Convenience 


Handsome chrome-plated wall 

bracket holds pitcher-server 

snugly and safely. Padded lining 

protects polished chrome finish. 

ORDER FROM YOUR SUPPLIER 
OR WRITE: 


STANLEY INSULATING DIVISION 


of Landers, Frary & Clark, New Britain, Conn. , 
6 whit four hake 


Continental Scale Corp., 5701 $ 
Claremont Ave., Chicago 36 


For more deta rcle =% 


FULFILLING THE STRICTEST DEMANDS 
eee FOR OVER A CENTURY ! Improved Conductive Bootie 


Provides Positive Contact 
Posit i 


vith contact plate in the improved Lu ‘ 
Conductive Bootie Worn over ordinary 
hoe ir?’ a ! IK il retire ind 
other i ) iti oom thre new 
bootie is ankle heig ( ) ind) comfort 
ible ind ( isily lat ndered It is not nec 
essary to assign individual pairs and it 
can be worn by men or women. Relativels 


S{\STRAUS-DUPARQUET inc. sow in cost, the Legge Conductive Booth 


* = GAaey tir oTmear vom 1 ay ailable In four SIZES Walter G. 


ALBERT PICK CO., ine. /x\ Legge Co., Inc., 101 Park Ave., New 


2188 WEST FERSBHING BOLD CHrcaeo | York 17 


visit OUR BOOTH 
THE 


ISTH 1957 
For more details circle #962 on mailing card 


(Continued on page 189) 
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WAITS New 


Steam Vaporizer Vinyl Tile Sealer 
Is Low in Cost Gives Excellent Wax Base 
or-Life is a new vinyl ti 


The Rochester Steam Vaporizer 1 I] 


Multi-Clean Products, Inc., 2277 Ford 
Pkwy., St. Paul 1, Minn. 


For more deta 965 on mailing card 


rl ul j Rochester 
Products Co., 300 First St. N. E.. Roches 
ter, Minn. 


F eta 


Hypo Sharpeners 
Hand Operated and Motorized 


A PER vou! Hoors have been ¢ le aned 


and waxed, you can easily maintain 


their original shine 


KEEP FLOOR SHINE LONGER 


Fresh wax is a tough, transparent film 
which protects yvaur floor from wear 
Dirt 
foreign particles from traffic become 


chanism 
on and quict and enhances its beauty grease 
ire added te iture ot the new model 
Phe d del HO-D and imbedded and spoil floor appearance, 
the motorized Model MO-D both pro as well as causing extra wear. A daily 
ientifically correct points and buffing with a No. 1 Brillo Solid Dise 
Steel Wool Floor 


dirt and hardens the wax, leaving a 
clean, gleaming floor, every time. 


hand 


operat 


duce s« 


ordinary tish-hooks in Pad removes this 


1] 


needa 


move 
ey Sharpen all yauye es to two 

hey shary 

The new 


base plate and a signal 


inches in length motorized 


model has a 
light indicates when the instrument is 
turned on. Franz Mfg. Co., Inc., 53 Wal- 
lace St., New Haven 11, Conn. 


For more detalls circle #964 on mailing card 
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Press-Down Nozzle 
Cleans Any Type Bottle 
lo speed up bottle washing, 7 


} ned 
I ClC ( 


S Brass & 
Urban Ave.. 


Mat! i 
( withdraw T & 
Bronze Works, Inc., 32 
Westbury, L.L, N.Y. 
c more data rcle +966 on mailing 


Continued on page 190 


DRY-CLEAN 
YOUR FLOORS 


with 


BRILLO 


FLOOR PADS 


... Make your waxing 





last twice as long 





YOU SAVE FOUR WAYS 
Daily dry cleaning with Brillo Floor 
Pads makes your original waxing last 
as long. You benefit four wavs 
You preserve the floor it- 


.. 2. You avoid frequent strip- 


twice 
because | 
self 
ping of the finish and the nece ssity of 
You save labor for 


4. Your 


. 
rewaxing .. . 3. 
scrubbing and mopping . 


floors will have added beauty. 


A PAD FOR EVERY JOB 
Brillo Floor Pads are available for all 
makes of rotary electric floor machines 
from 8” to 21” diameters and in 
grades 0, 1,2,3 for any cleaning, wax- 
ing or buffing operation. Write for 
tree informative booklet 


BRILLO MANUFACTURING COMPANY, INC. 


60 JOHN STREET, BROOKLYN 1, NEW YORK 








WATS New 


Disposable Oxygen Mask Soya Infant Formula Mop Truck 
for Children in Powdered Form Has Improved Desig 
Mad necially for childre: Ip te Sobee Powder is a new torm tor the { maior wheel chano: Lk” 


the new Kiddie Space Mask 1s hypoallergenic soya int 








properties al 






ee Liquid 




















sanitarv and designe | upplied in one poun 
e. Ohio Chemical & Surgi- th special measure ( Mead 
cal Equipment Co., Madison 10, Wis. Johnson & Co., Evansville, Ind. 
For more details circle +967 on mailing card For more deta rcle 2968 on mailing card ‘ 





{eS oo. ts Kyoulputy wg 3 
with scentited Bosutemeare Gs “6 


Note the many ways Boontonware enhances a reputation for good service 







and makes that service easier to maintair Ihere are decorator inspired colors 






or st Finnell System, Ine.. 
1400 East St.. Elkhart, Ind. 
For r ‘ ' e G49 " 


Jeta 94 





to make a meal look more inviting. There are no unsightly chips or cracks 











Boontonware 1S pr ictically indestructible’ In Boontonware food stay hot or 


ker 





"i 
gul 













Boontonware stacks evenly, is easy to keep up to high standards of cleanline , 
ss sak ' . , . Paint Washed Away 
iS tinest ol elamine dinnerware 1s found in millions of homes, tn % : 
: sicggsiaigacitnes - with Remover 
fine hospitals, schools and restaurants. It behaves as good dinnerware should Paint irnist , , on , 
It practically pays for itself! 
For a complete line plates, bowls, cups and service dishes see your ; I ve 







regular supply house or write us for the name of your nearest dealer 






SIX COLORS TO MIX OR MATCH 













Butter Yellow - Honeydew Green - Bon Bon Pink Varnish Rem r, it allow pa O Ot 
Powder Blue Tawny Butf - Shell White washed away within | t minutes 





® before repainting. Rinse Away remover 
leaves no residue, 1s non-intlanimable and 

' y | ced ] 1< ; nditins 

iy be used as a cleanser in recondition 


ing old bristle and nylon paint brushe 
Pittsburgh Plate Glass Co., 632 Ft. Du 
quesne Blvd., Pittsburgh 22, Pa. 


For more details rcle +970 on mailing ard 








FINEST OF ALL MELAMINE DINNERWARE 





















Non-bearing Partition 

Minimizes Sound Transmission 
The new Penn Metal partition syster 
designed to minimize sound transmis 
eh. 


son trom room to room Known as th 


Hush Clip System, the partition achieve 







ry 











a sound transn on rating loss of 56.4 

decible: Phe ysten 1S based on the 

a 4 new Hush ¢ liy used mn onyjyunction 
*, with a ; nN h pencil rod, ind steel 
‘ studs, track and gypsum plaster over 





meta 






the he y ‘ erw ” . 

specif eve e y e trade “ta 4 duced because direct wall-to-wal con 
; Ahraser ad - es sre i Fg Sa: " tact 1s made only at point ot cli The 
eiihed practice recommendat £ the a . \ \ Hush Clip system does not require cork 






American Hospital Associat = f ' strips ind is only , inches thick. Penn 
. Metal Co., 40 Central St., Boston 9, 


MANUFACTURED BY BOONTON MOLDING CO., BOONTON, NEW JERSEY Mass. 


For more details circle £97! on mailing card 
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rwaeey] 


AUDIO-VISUAL NURSE CALL SYSTEM. 


nd nurse its ITse foot 


Nin istrative 


NON-CORRIDOR PAGING. Doctors’ paging calls at 
Mt. Sinai are reproduced at Nurses’ Stations—not in 
Patient Corridors. (Arrow indicates paging unit.) 


How Mt. Sinai Hospital gains 
nursing time, cuts foot travel, 
speeds all services! 


“IS MY DOCTOR EXPECTED ?” 


- 
- 


* 
- 
* 
~_ ah 


At Mt. Sinai, Executone’s two-way voice 


communication between patient 
than 60% allows nurse 


travel more more time for actual patient care 


Hospitals cnr mout the 


ipvt 


nation Nave discovered the cfte 


Ness ind complete dependability of Executone oO 

itone’s Audio-Visual Nurse Call System al 
QOO hospital beds. Find out ithout an 

as it does tor Mt 
Write to Dept. D-12 for further 
$15 Lexington Avenue, New 

Bartlett Avenue, Tor 


econon 


Hiology bY: part SCTVICCS Exect NIC 

’ SCTVINY OVCI 
modern time : 
can work for you 


N how Executone 


ind the entire hospital field 
Sinai, serving the 


information: Executone, Inc., 


N. ¥ In Canada 


by Executone s 


nt 


Lyeci/one 


HOSPITAL COMMUNICATION SYSTEMS 


is ipplied otrmer 


iny and 


Mt 


conversations take 


Services 


Saved dally at 


iS more 


per 


ecmcrency 


CENTRAL KITCHEN COORDINATION. An average ol 
6600 meals are served daily. Executone speeds activi 
ties with communication between Steward, Dietician, 
Food Preparation and Serving areas 


RADIOLOGY TRAFFIC CONTROL. Handling 
of patients coordinated through Executone 
between technicians, Reception area, Dark 
room, Film Files, and Chief Radiologist. 





WAS New 


Junior Restraining Tray we The Junior Restraining Tray re Stainless Steel Ice Cart 
Facilities Care of Children strains the child safely and firmly without jpn Two Sizes 


hit urgery, Intravenot sah wha Model 100] 


Anesthe 


Ivanhoe Enterprises, Inc., 111 Cathedral 
Ave., Hempstead, L.1.. N.Y. 


For more deta rcle 2972 noma 





MISS PHOEBE 


ANI HAN) Hb 





| t Gennett and Sons. Ine. One 
Main St.. Richmond, Ind 


. more deta P 


Auxiliary Lighting Units 


y 


Have UL Approval 


I} 


Hadevesiiess. 1 

( itor ind a ma i ifet 
ode Thomas A. 

West Orange, N.J. 

eo ’ 


more details 


Edison Industries, 
e 2974 


“All I said was, ‘So your E&J chair ; . 
folds to ten inches — so what?’ ” Pudding and Pie Fillings 
_ at: : 








in Five Flavors 
\ new | Cl 


| 
nut Fla or, ada 





You can be proud of your E&J chairs, too. . » : 
Their easy fingertip folding is apparent pudding ind lings, brings the 
at once. But even more important to available Havers to fi Other flavors 
economy-wise hospitals is the E&J feature that takes 
decades to discover: the chairs simply refuse to 
wear out. 


: . ' 
now in the line include chocolate, vanilla 


and butterscotch. Specitically deve loped 


for institutional teeding, the fillings re 
sult in maximum yield per ounce of 
pudding powder with lower cost per 
Specify EVEREST & JENNINGS chairs service to the institution and saving in 
time due to their quick preparation. 


for your hospital 
shi ” Universal Food Corp., 3005 W. Carroll 


> “he ong ? 
EVEREST & JENNINGS, INC.. 1803 PONTIUS AVE., LOS ANGELES 25, CALIF Ave., Chicago 12, Ill. 
For more details circle 2975 on mailing card 
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WHAT'S New 


Patient Statistics Simplified 
With Data Processing Machine 


| kK I | t | 


klv learme Roval Me Bee ( orporation 
Westchester Ave., Port Chester, N.Y 


F more deta ¢ 76 


Nimble Fingers Gloves 


of Tissue-Thin Pvlox 


YSORT TABULATING PUNCH 


tt The Pioneer Rubber Co 
Willard Ohio 


Continued on page 194 


ALUMINUM 
Safety 
Sides 














Positive 


Ease of attachment, operation, removal. 
Nylon bearings, single knob clamping. Air- 
craft alloys for high strength, anodized for 
easy maintenance. 


Please request our new catalog 


Beam Metal Specialties 


Vol. 89, No. 5, November 1957 


25-11 49th STREET * LONG ISLAND CITY 3, N.Y. 


New impressive 


performance 


NEW distinguished 
appearance 


THE 
BECK-LEE 


O, fedll 


DIRECT-WRITING 
ELECTROCARDIOGRAPH 


MORE THAN EVER, the 
Beck-Lee Cardi-all is truly a 
superior EKG instrument. 
New, exclusive Lifetime- 
Guaranteed Standardization 
Cell and Solid Mahogany 
Cabinet add prestige and last- 
ing accuracy to its already 
famous features: 

e Clinical Accuracy 

@ 10-Second Paper Loading 

e Simplicity of Operation 

@ Light-weight Portability 

e Automatic Controls 


© Paper Compartment Light 


Realistically Priced at only $595 


Ask for a demonstration. 
Mail the Coupon Today! 


BECK-LEE CORP. 
630 W. Jackson Bivd., Chicago 6, U.S.A. 


BECK-LEF CORPORATION 
630 W. Jackson Blvd 


Chicago 6, U.S.A. Dept. MH-115 


Please send full details on the new 
Cardi-all, and name of the nearest Cardi 
all dealer 


@ Name 
e 
@ Address 
e¢ 

ity Zone 
* 
Seeeeeeeeeeeeeeeeeeeeeeeee 


State 


oO 
w 





WHAT’S NEW 


Molded Plastic Bedpan 
Is Bacteriostatic 
Molded o hite plastic by the new 


ermfighter bedpan 








In either case — order now! is h 


SURG 


Tif 


fr by solen ; "he 
Jt edic rame John Bunn Corporation, 163 Ashland Ave., 
Buffalo 22, N.Y. 


KALAMATZOO, 


ALCOTT STREET 


ted in Canada by: Fisher & Burpe, Ltd., Winnipeg 


rh 
ICAL AND HOSPITAL EQUIPMENT : 


ve Agent for 


orrode nd has natural warmth and flexi 
bility for patient comtort It 
Zvylon Products Co., 


den Lane, Providence 4, R.L. 


For more det 


ilso is cpuune t 


Dry 


in use Inc., 27 


gaits rcle 29 


Medicine Card Holder 
E mploys Bl: ick and W _ 
Dark nurme 


he morning 


American Hospital Supply» 
vanston, Il 


e deta 


Ultrasonic Washer 
Is Portable Unit 
The Bunn-Gle 


yt 


tubborn 
terial 
The Model MU 1100 Ultrasonic 


teel « 


for easy 


Cleaner 
ibinet 


whe ( ling 


oused in a staintle with 
vaist-high grip handle 
Phe fixed-fre | 
is mounted 


( thinet 
rallon stainless 


iigh-power generator 
teel frame 
ssed 10 
filled ind dr tined 


buttons The 


jtre mes 
inside on «a rigid 
top contams a 


steel tank 


rece 


olenoid-operated witch 


_—— For more details circle 


Schueler & Co., 75 Cliff St 


2980 on mailing card 


Export N.Y 
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ANGELICA HELPS YOU 
SAVE MONEY 
WITH THIS NEW WAY 
OF SELECTING 


SCRUB GOWNS 


Appearances are deceiving. Unless you know 
the important differences in Scrub Gowns, 


it is possible to make serious buying errors 


For instance, should your Scrub Gowns 


) 


be slipover or back-opening? Should they have 
tunnel belts or detached belts? What 
most suitable color for your needs. 
misty green, jade green, grey, blue 
or white? “Plu features may not always be 


»bvious, but they are important to the 


durability and comfort qualities of the garment. 


Every day more and more hospitals 

consult their Angelica Representative. His 
varied experience with hundreds of 
hospitals enables him to help you select the 
Scrub Gowns and other types of 


uniforms best suited to your specific needs. 


e 
rhugeleea UNIFORM COMPANY 


1427 Olive, St. Lovis 3 © 107 W. 48th, New York 36 


177 N. Michigon, Chicago 1 © 110 W. 11th, Los Angeles 15 
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WHAT'S NEW 


Blood Lancets ( di ( e1 1 qu 

Have “Sure-Grip Ridge” ean puncture without chance of slip- 
ized, Or Medipoint, Inc.. 

155 Manhattan Ave., Brooklyn 22, N.Y. 


Dressing Cart 
Offered in Two Sizes 
The M 1-1 D 


b t Samaritan Cart Co.. York. Pa 
QDOUT ... 


Anesthetic Kit 
Is Readily Portable 


cuslos 


ai 


Qs 


... the truly modern 





| . of the ise. O. E. M. ¢ orporation, East 
Cc eaning system Norwalk, Conn. 

S. for yourself why this easily installed, inexpensive, com- 

pletely practical cleaning system is proving so popular. Tray Diet Cards 


=e : nd ; in Fourteen Colors 
There's just nothing like it for schools, hospitals, other pre- Faas x apeecpagy 


dominately bare floor buildings. VACUSLOT capitalizes on 
the ease and speed of dry mopping, yet assures the dust- 
free, germ-free sanitation that only vacuum can provide. 
The SPENCER VACUSLOT System simplifies all cleaning 
tasks, including. 
* Routine Maintenance * Vacuum Cleaning * Mop Cleaning 
¢ Wet Pick-Up * Boiler Cleaning 


NEW bulletin describes VACUSLOT System . . 
contains “in use’ photos, schematic drawings, 
sizing information and typical specifications 
Request Bulletin 153C. I+ different 
p nch square front 
@& NEW 20 minute color movie shows typical writing in patient me, room, 
‘Spencer Vacuum Systems in operation. Write ge preference and remark Meal-t 
requesting showing at your convenience. pr ~s ppropriate for Protestant, Cathe 
re printed ot 
tray~-« irds 
d one diet lassification to a bo 


of 500. Colonial Hospital Supply Co., 


SPENCER TURBINE COMPANY 5645 N. Ashland Ave., Chicago 26. 


HARTFORD 6, CONNECTICUT nae Sah CURD SS Se ah Mee aan 
(Continued on page 198) 
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Choose NATCO 
ran always neu look 


Noatco Ceramic Glaze 
Vitritile makes cleanliness 
easyinmodernkitchens at 
the Grey Nuns Provincial 


House in Lexington, Mass 


lia ne 


Architect and Engineer: Maguola and Quick, Baltimore, Md. General Contractor: N. S. Kelliher, Boston, Mass. 


Permanent, Attractive, Maintenance-free 
NATCO Ceramic Glaze Vitritile is ideal 
for modern school kitchens 


Natco Ceramic Glaze Vitritile makes possible a new concept of structural, fireproof walls and partitions with an attractive interior 
cheerful, colorful school interiors. finish can be built in one operation... at one cost. 

Natco Vitritile is available in 21 standard colors to assure crea- If you are responsible for institutional construction, moderniza- 
tion of the exact color scheme and atmosphere desired. From the tion or 


new speckled glaze through plain and mottled finishes every Natco Operating rooms, work areas, or wash rooms, you'll find Natco 


maintenance whether it be corridors, cafeterias, offices, 


Ceramic Glaze Vitritile meets all design and construction require- 
ments. Write for General Catalog S-57 for complete data on Natco 
Ceramic Glaze Vitritile and other Natco structural clay products. 


shade is functionally correct in degree of hue and brightness. 
But color is only one Natco Vitritile advantage. Economy—in 


initial cost and in maintenance cost are two other major reasons 


builders select Natco Ceramic Glaze Vitritile. It's an ideal material 

r use in schools and other institutional structures. ; SIZES AND SHAPES 
Where cleanliness and low upkeep are important considerations Nominal Tile Face 
An occasional wash Series Face Size Size 


{ 
10 


Nominal 


Natco Vitritile has great practicul advantages Thickness 


with soap and water is all that’s needed to keep it spotlessly clean ? ; Ss = oa FF 
In addition Natco Vitritile walls resist abuse never require Sw 8 x 16 7%” x \5% 
AU « < < . . “ ’ ” ” ” sw 
; ; 6éT 5Y%” x 12 50" x 11% 
> ro ~decor s “os ” ” ” ” ” 
refinishing or redecorating 4D 54’a”" x 8 5\'%0" x 7% 
Natco Vitritile helps cut original construction costs because strong 


NATCO 


NATCO CORPORATION — GENERAL OFFICES: 327 FIFTH AVENUE, PITTSBURGH 22, PA., TELEPHONE GRANT 1-9370 


Pittsburgh 22, Pa. 327 Fifth Avenue, Tel. Grant 1-937 


he 2 SALES OFFICES ’ 
ae | ye Boston 16, Mass., 20 Providence Street, Tel. Hubbard 2-3549 ? Syracuse 3, N.Y., 1045 James Street, Tel. Syracuse 9-8222 
5 d + 8 i . ) i ranklin 2 5 
(< = <S ] Chicago 6, (f., 205 West Wacker Drive, Tel. Franklin 2-57 CLAY PIPE SALES DIVISION NATCO 
‘ , 2842 West Grand Boulevard, Tel. Trinity P.O. Box 207, Brazil. Indiano, Tel. Brozil 2347 
| | New Y J , 205-217 East 42nd Street, Tel. Murray Hill 1922 : oe nee ee saat ouvattt 
A 1) P.O. Box 5476, Tel. Birmingham 4-188] IN CANADA F cay si osuenff 


f 
rmingham 7, Alo 


Philadelphia 2, Pa., 1518 Walnut Street, Tel. Pennypocker 5 Natco Clay Products Limited, 57 Bloor Street West, Toronto 5, Ont. since sg0¢ 


FACING THLE 
INSTITUTE 4 
= 





WHAT'S New 


Nylon Base Glides 
for Faultless Casters 
High gloss tinish 1s 
Nylon Base 

Chey mov ISI r floor d t ul th ‘Big 


ten new 


Ten Products 


Crliace ntroduced ) aul il comMpict ine ot 


the new 


in Quaker Institutional Foods 
The Quaker Oats Company is market \ero] 
inst tutional prod now aval 

QO” trademark. ibility. Tl 


products, 


Liquid Surgical Dressing 

Tinted for Visibility 

last Liquid Surgi il Dressing 
ible tinted vellow tor re idly 
le orig 


hive \\ frequently 


line 1S 


carton packape Ss 


Phe 
pecially tormulat d ind 
yuantity food preparatiot ar 
Jemima Portion Packed 


JUICckK Quaker Oats The 


ol rut 


i erimiut 
ity control The 


vood or meta ] I ind eq | precise cost na q 
Faultless Caster Corp., 1521 N. Garvin, Quaker Oats 
Chicago 54. 

rs 


r more deta 


Evansville 7, Ind. 
For more details circle +985 on 


Co., Merchandise 


| 


products 
pac k igre d 
include 
Pan ike s 


mixes not 


Mart, 





County Newspaper 
Praises Professional 
Fund-Raising Counsel 


Ingham County News editorial sums up 
Ketchum, Inc. service 


MASON, MICHIGAN 


Goal: $500,000 
Raised: $533,430 


KETCHUM, INC. 
Campaign Direction * Public Relations 


BUILDING 


MEMBER 


J Sy 


e 


nd 


ee 


Set 
40 NO 


CHAMBER OF COMMERCI 


nM THE AJ 
eee! 
a 


on 


PITTSBURGH Ig, PA 


USING 


Nor 
> 

2: Ge 
OMS) 





he 
( 


ri 


Ave., 


Acroplast Corporation, 42) Dellrose 


Dayton 3, Ohio. 


Ketchup and Mustard 
in Individual Packets 


Che y 
tlered in Oo 
ichines. Unit 
Wilmington, 


hours through vending 1 
Packet Corp., Dept. T., 
Mass. 
Eor mor 


detaiis circle 2988 


Re-Usable Sweatbands 
of Feather-Weight Cotton 

The new « panded teather weight cot 
ton Sweatbands are described as re-usable 
at a disposabl This sanitary sate 


} 


gvuard tor doctor ind nurse KCCPS eye 


price 


ind glasses clean. Its light weight make 


wl and comtortable. The light 
elas band fits it comtortably to ill 
head sizes. General Bandages, Inc., 531 
Plymouth Court, Chicago 5. 


For more details circle #989 on mailing card 


(Continued on page 200) 
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Patient care... 
or paperwork... 


how does your dollar divide? 


Often the promise of more and bet- 
ter patient care lies in the savings 


to be made on non-pat nt services. 


Today, how much of your precious 
budget dollar is needlessly being 
spent on a multitude of clerical serv- 
ices that could be handled automati- 
cally, economically — with IBM 


pun hed cards? 


From patient billing to payroll, from 


medical records to materials control 


Vol. 89, No. 5, November 1957 


.. moving swiftly from task to task, 

flexible IBM equipment serves every 
one of your 15 basic accounting and 
record-keeping services. 
As a result, you cut the price tag 
markedly on clerical and business 
services . . . you develop less costly 
procedures . . . increase accounting 
efficiency ... make your administra- 
tion problems fewer and simpler. 


Learn how a basic IBM installation 


can help you apply more of your 
budget dollar to vital patient serv- 
ices. Just call your local IBM repre- 
sentative or write to: HOSPITAL 
DEPARTMENT A57, International 
Business Machines Corporation, 590 
Madison Avenue, New York 22, N. Y. 





DATA 
PROCESSING 


DATA PROCESSING * ELECTRIC TYPEWRITERS 
TIME EQUIPMENT + MILITARY PRODUCTS 
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WHAT’S NEW 


Pharmaceuticals Biosynephrine Nasal Spray Liquiprin 
ynephrine Nasal Spray new sy1 ar 
{4 


Chymatr B 
. 1 for th Sones | } 1 
‘ mtrol Vas in liquid form 


( 


HeEeze W inthrop Lab- treatment t flset 
oratories, 1450 Broadway, New York 1S Dir hilcre recently reported 
Johnson & Johnson, New Brunswick, N.J 


F more details circle 2992 on 4 gq card 


The Armour 


Laboratories, P.O. Box 511, Kankakee. Ill 


Literature and Services 


The ABC’s of Prenatal ¢ 


are the tith 
1O-pag 1 


bBo ancl 


more details circle 


Fraction Test kit 


CINCINNATI 


Prevent Needless Tragedy by Keeping 
Conductivity in Hospital Floors the tith 


something old » something new "ht: 


St. J 


in canny hospital improvement 


@ Not only are the workers more comfortable in the dish-washing 
department at Christ Hospital, Cincinnati, since the modernization 
. the director of dietetics and controller point with pride to the 
new high in sanitation and efficiency . . . the improvement cost will 
be wiped out in three and a half years by savings in labor and . 
dish-washing compound. ee — i angie 


it 
I 
ribed in a 


®@ Although installed over 20 years ago, with a few modifications by The Kurt 


new catalog ISSU ! 

Versen Co., 4 W. Slocum Ave Englewoo 
P ; : N.J. ( ompletely indexed, the catalog in 

least another 20 years or more, as the illustration depicts. “eg AR em gaan Rp 
nstallation data opti il data and lightis f 


@ Investigation might show you that replacements or modifications harts 

. . . . . *-* For more details circle 2996 on ma nq card 
in your kitchen and service operations would improve efficiency, 

worker morale, and pay for themselves. Van would like to help you. 


to fit the new model machines, the Van equipment is good for at 


Grant Cubicle Curtain Hardware is thi 


ubject of a new four-page catalog pub 
lished by Grant Pulley ind) Hardware 


Corp. Describing the “newest, most highly 


engineered line of cubicle hardware for 
oO n an hh Yo hie pital cubic le curtain installations,” the 
* leaflet is illustrated with photographs and 
liagrams of the equipment as well as 
EQUIPMENT FOR THE PREPARATION AND SERVING OF FOOD i 5 cs of inten heatinas: Wes bavi 
has recently moved from Flushing to a 
Branches in Principal Cities new, larger plant on High Street, West 
vack, N.Y 
401-407 EGGLESTON AVENUE CINCINNATI 2, OHIO For more details circle #997 on mailing card 
(Continued on page 202) 
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Who said dirt cheap? 





Air-borne dirt is a costly 
enemy of health 


borne bacteria, viruses and 


their Carriers are 5.000 of an inch in size 


Now, m ic particles this small—even 1000 
times smal trapped by Honeywell's new 


Electronic Air Cleaner efore they cause damage. Stud- 
{1 by the U.S. Bacterial Warfare Center 


eS Conducte 
proved an electronic air filtration system can achieve 


I 


a bacterial and viral arrestance of 90% or more. 
This hygienk atmosphere helps safeguard both 


patients and perse nnel against acquiring infections 


while they're «thin the hospital. The possibility of 
nosocomial infections can definitely be reduced in 
the nursery, surgery, delivery and patient rooms. 

The kind of protection offered by a Honeywell 
Electronic Air Cleaner is impossible with an ordinary 
mechanical air filter. Only electronically can truly large 
amounts of unsanitary and unsightly dirt be removed. 
Cleaning and painting costs drop accordingly. 

For details about installing a Honeywell Electronic 
Air Cleaner in your hospital, call your architect, engi- 
neer or local Honeywell ofhce. Address your writ- 
ten inquiries to Minneapolis-Honeywell, Dept. 
MH-11-224. Minneapolis 8, Minnesota 


Honeywell 
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WHAT'S New 


e \ new Laboratory Glassware and e Samples of the 2 lors in which 
Clinical Supplies Catalog is now avail- Sanymetal Toilet Compartments, Shower 
able trom Glasco Products Co., 111 N Stalls and Hospital ( ubicle 1 j 
Canal St. Chicago ¢ The 24-pag ire shown in a new fold 


describes and ill 1 nvn al Products Co.. 


> ve 12, Ho MIC ow the Pagemaster Selective Radio 
Paging Svstem locates key personnel it 


r more details 


“Infinity Fabric” Brochure has 
leased by Edwin Raphael Co.. ; pea nt 
: t : wee. r more details 6 
d, Mich. Brochure No. 505 ; 
nec and upholacey fabrics * “Soraphic Design & Eternal Metals 
+5 Infinity Print Desigt s the title of « olor brochure ilustrat 


' 
tra 


own t COLOTS accor 


iny ommer 
Data File 
Kelley Co., 
Desig 


Less Friction...Less Wear 


BECAUSE THE CARRIER MOVES ON 
PLASTIC WHEELS, Arnco Cubicles provide 
longer service. There is no sliding or binding : if ee Cxsthiaoe Mas 
friction to interfere with smooth and easy comizled Mh Geaen Mies a pee 
ee His Search for Beauty,” 1s available fron 
Cartl uN orp. Box N612MH 





( 


Eor more dete vole 004 


4 


e “What Is Clean Air?” 


( 


The 


wy ee - 
Sect cimensti 


e Bulletin 66, “The 
tection,” 1 36-pag 


\ 


Heavy Duty Track for Rugged Hospital Uce as ETI rapa 
EXCLUSIVE ARNCO ALUMINUM TRACK MAY Fe Bi Ta ale ae 
BE FLUSH OR SURFACE MOUNTED WITH ooiie of fire protection equipment manu 





EITHER PLASTER OR ACOUSTIC CEILING ee Ge ee ae a 


Completely unobtrusive .... ARNCO explanation of the insurance savings at 
CUBICLES do not conflict with lighting or other economic benefits resulting fro 
wall fixtures ... completely eliminate inter- fire protection 
ference with doors or windows. Their spe- For more details circle 21006 on mailing card 
! cially designed curtains provide adequate ; 
NEW: Low Cost Rack sturdily ventilation in addition to privacy. = Riera pact help lengthen the lite of 
made in non-peeling alumilite Zine die cast axle provides extra carrier kitchen equipment, a new 16-page man 
finish . . this easy to install coat strength — has bead chain for flexibility ual. “Care That Counts,” is offered by 
and hat rack, or storage shelf and rust-proof curtain hook. Soundly con- Gas Consumers Service. 230 Park Ave 
finds innumerable uses in hospi- structed to withstand years of constant, New York 17. Simple instructions on 
tals. Write for literature. rugged service. ' ;' 
cleaning and caring for commercial cook 


A. R. NELSON CO INC ing equipment are presented with in 
e = me e E A 
’ on how te determine the 


formation 


210 EAST 40th STREET * NEW YORK 16, N. Ve basic hot water needs for individual 


kitchens. 
For more details circle +1007 on mailing card 


(Continued on page 204) 
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Heres the Soap thatt 
TAILOR-MADE FOR HOSPITAL USE! 


Made According To YOUR SPECIFICATIONS { 


ONS ; — 
—— | 0 We asked hospitals just like vours—what features you would suggest for 
nen the perfect toilet soap. You said you wanted a quality soap—a soap that would 


e abundant lather in all types of water. You also specified that it be mildly 


PECIFICATIO 


yrauTY i¢ 


grant and—above all—a hard-milled soap that would last longer. And here 
olgate’s BEAUTY WHITE! The soap made according to your specifi- 
. Make your next order BEAUTY WHITE. Patients will appreciate it 
ou ll se ! f 


Packed unwrapped for your convenience. 12 oz.—300 in case, 3 oz.— 144 in case. 
Also availabie wrapped in 2-0z. size only—1,000 in case. 


* FINEST QUALITY SOAP * GIVES ABUNDANT LATHER IN ALL TYPES OF WATER * UTMOST IN ECONOMY 
* SAME BASE—SAME PLEASING FRAGRANCE-—AS COIGATE’S FLOATING SOAP 


And For Your Private Pavilion—Mild FREE! Latest Fdition Handy Soap and mmm 
ind Gentle Palmolive Soap in its famous green Synthetic Detergent Buying Guide. Tells 
wrapper. Quick lathering, meets highest hospital] you the right product for every purpose. 
standards for purity, mild and easy on the skin. Ask your C.P. representative for a copy, 
or write to our Industrial Department. 


— 
is 

Sn, an? 
thet 1 


Colgate-Palmolive Company [ «iz 


300 Park Ave., N.Y. 22, N.Y. © Atlanta 5, Ga. * Chicago 11, Ill. 


Write for sizes and prices. 


Kansas City 5, Kans. © Berkeley 10, Calif 
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—SHRrouD pac 


THE COMPLETE 

PACKAGE FOR 

HANDLING THE 
DECEASED 


SHROUDPAC, the time-saving 
procedure for easier, cleaner, faster 
handling of the deceased. Special 
pital white, fully opaque plastic 
sheet respectfully shields the body from 
nd prevents embarrassing soilage. Always 
ready for instant use, no searching, no improvis- 
ing. SHROUDPAC stores compactly in a handy 
Ss K-ur t dispe ser 
For further information and samples, contact 
your SHROUDPAC distributor. (See below). 


SHROUDPAC 
CONTAINS 
these necessary items: 
PLASTIC SHROUD 
SHEET (Adult Size or 

Child Size . 

STRAP «+ THREE UNI- 
FORM IDENT. TAGS «+ 
TWO CELLULOSE PADS 
« FIVE TIES 


Each SHROUDPAC 
comes in a polyethy- 
lene bag designed to 
hold the personal be- 
longings of the de- 
ceased. 


Patton Hall, Inc. 


2265 W. ST. PAUL AVE. « CHICAGO 47, ILLINOIS 
SHROUDPAC is available througt S. Aloe Co.; 
an Hospital Supply Corp F 
Co tn Physician ne 
w Ross, In nec 





APPLIER » REMOVER -@ CLIPS 


\ wound 





\ 


clip 

placement 
and 

removal 


CLAY-ADAMS, INC. 
NEW YORK 10 











WHAT'S NeW 


e How to increase the service life of 
surgeons’ gloves through proper han 
dling is the subject ot a wall chart ot 
fered by the sUrY il sales dep 

B. I Goodrich Industrial Products 


Main St.. Akron 11, Ohio 


-by-step instructions for glove 


irtinent 


S00 S 
ful ste} 
prepared by experts in the field of 
presented 


punched 


- 4 
rubber products, are 


uminated = chart, 
008 


rative Care™ 1s the 
ule, full color mead 
Vic ariety ol 

| 


lrugs and 
ide high 
my the immedi 
med it the New 
Medical Center 
Frank Glenn, 
ind Doctors 
Artusio, Jr 


oe. 4 
1atl 


t.. Caincini 
“T. 3 


ts produc 


‘older 


Chicago 13. 


illustrates 


ommunhity 


For more deta 


Suppliers’ News 
The Burdick Corporation, Milton, Wis.. 


manufacturer of equipment for physica 


medicine, announces the oOpeniny ol 
new building housing offices and th 
engineering de} irtment. Constructed t« 
| 


take care of recent company growth inne 


expansion, the building was opened 


part of the corporation’s observance ol 


} 
its 45th anniversary 


Stephens-Banks Associates, Inc., 116 Dela 
ware St., Detroit 2 Mich., is the new nai 
of the recently merged food facility eng 

neering companies, J. E. Stephens Asso 
ciates, Inc., and the O. Ernest Bangs Asso- 
ciates. The new organization is designed 
to provide comple te pl inning, ar sign and 


engineering for all types of food service 








NO HANDS 
NEEDED 


with Applegate’s Foot 
or Motor Marker 


APPLEGATE 
INKS 
Applegate indelible 
APPLEGAIES 


INDELIBLE 
INK 


(silver base) ink is 
everlasting . . . heat 
permanizes your im- 
pression for the life 
of the cloth, contains 


no analine dye. 





= = 
Use the APPLEGATE SYSTEM 
The Applegate marker is the ONLY 
inexpensive marker that permits the 
operator to use both hands to hold 


the goods and mark them any place 


desired. Hand, foot o1 motor power, 


Write for information and 


free sample impression slip. 


APPLEGATE 
CHEMICAL COMPANY 


5632 HARPER AVE 











HOW TO SELECT 
THE APPROPRIATE 


Jo) COIN VAD 
jg NOLEN D 


Consult International 

Bronze for dignified, 

permanent bronze plaques 

Remember, there's no finer = 4 

aid to fund raising , 
a. 

FREE INustrated brochure Write 


shows hundreds of original today 
ideas for reasonably-priced, to 
solid bronze piaques, name- 

plates, memorials, etc. Dept. 55 


INTERNATIONAL BRONZE TABLET CO., INC 
150 West 22nd St., New York 11, N.Y 
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PRODUCT INFORMATIO} 


Index to What's New’ 


Key 
939 Hospital-Master 


Minneapolis-Honeywell Regulator Co. 


940 Touch-Master Standard Typewriter 
Underwood Corp. 


Disposable Safti-Syringe 
Chicago Apparatus Co. 


942 Touch-n-Go Foodveyor 
S. Blickman, Inc. 


943 Weighing Stretcher 
Jarvis & Jarvis Inc. 


944 Suture Plastic Pak 
J. A. Deknatel & Son, Inc. 


945 Aqualor Tent 
McKesson Appliance Co. 


946 Steam Cooker 
Cleveland Range Co. 


947 Fitted Mattress Pad 
BF ene Fabrics, Inc. 


bes OM 28” a, a 


941 


949 Identification al 
Will Ross, Inc. 


950 Triangular Linen Hamper 
E. F. Brewer Co. 


951 Patient Room Furnitur 


Community Metal Products Corp. 


952 Strathmore Window Shade 
Window Shade Mirs. Assn. 

953 Windsor Thermal Beverage Server 
Landers, Frary & Clar 

954 “Hydro-Jet” Vacuum Cleaners 
Advance Floor Machine Co. 


955 Cancer Regis System 
Physicians’ Record Co. 


956 Wal-Shield 
M. A. Bruder & Sons, Inc. 


957 Junior Vacuum 
The Kent Co. 
art Mixer 
‘oledo Scale Co. 


959 Albustix 
Ames Co., Inc. 


960 Bug Killer & Insect Sercy 
5S. C. Johnson & Son, Inc. 
Health-o-Meter Scale 
Continental Scale Corp. 
962 Conductive Bootie 
Walter G. Legge Co., Inc. 


963 Steam Vaporizer 
Rochester Products Co. 


958 20- 


96 


Key 
964 


966 
967 


968 


970 
97 


972 
973 
974 
975 
976 
977 


978 


980 
981 
982 
983 
984 
985 
986 
987 


Pages 177-204 


Hypo Sharpeners 
Franz Mig. Co., Inc. 
Vinyl Tile Sealer 
ulti-Clean Products, Inc. 
Bottle Washing Nozzle 
T & S Brass & Bronze Works, Inc. 
Kiddie Dis 
Ohio C 
Co. 
Sobee Pow 
Mead an & Co. 
56-Gallon Mop Truck 
Finnell System, Inc. 
Paint & Varnish Remover 
Pittsburgh Plate Glass Co. 
Hush Clip System 
Penn Metal Co., Inc. 
Junior Restraining Tray 
Ivanhoe Enterprises, Inc. 
Ice and Shelf Cart 
mnett & Sons Inc. 
Auxiliary Lighting Units 
Thomas A. Edison Industries 
Pie and Pudding Fillings 
Universal Foods Corp. 
Keysort Tabulating Punch 
Royal McBee Corp. 
Nimble Fingers Gloves 
The Pioneer Rubber Co. 
Germfighter Bedpan 
Zylon Products Co., Inc. 
Medicine Card Holder 
American Hospital Supply Corp. 
Ultrasonic Cleaner 
The John Bunn Corp. 
Biood Lancets 
Medipoint, Inc. 
Dressing Carts 
Samaritan Cart Co. 
Anesthetic Kit 
O. E. M. Corp. 
Diet Tray-Cards 
Colonial Hospital Supply Co. 
Nylon Base Glides 
Faultless Caster Corp. 
“Bia Q” Packaged Foods 
The Quaker Oats Co. 
Yellow Tinted Liquid Surgical Dressing 
Aeroplast Corp. 


sable Mask 
emical & Surgical Equipment 


Key 
988 Ketchup & Mustard Packet 
Unit-Packet Corp. 


989 Cotton Sweatbands 
General Bandages, Inc. 


990 Chymar 
The Armour Laboratori: 


B ine Nasal Spray 
Winthron Laboratories 
992 Liqui 
ll & Johnson 


“The ABC's of Prenatal Ca 
Heinz Baby Foods 
994 Traction Test Kit 
The Massillon Rubber C 
995 Conductivity Booklet 
Hillyard Chemical Co. 
996 Lighting Catal 
Kurt Versen 
997 Cubicle Curtain Hardware 
Grant Pulley and Hardy 
998 Laboratory Glassware and 
Supplies Catalog 
Glasco Products Co. 
Fabric” Brochure 
dwin Raphael Co., Inc. 
1000 a of Colors” 
Sanymetal Products Co., 


991 


999 —_—_ 


1001 “Graphic Design in Eternal 
A. J. Bayer Co. 

1002 Pagemaster System Folder 
Stromberg-Carlson 


1003 Data File 16 
Patterson-Kelley Co., inc 
"A Story About Man and H 
for Beauty 
Carthawe Marble Corp. 
1005 “What Is Clean Air?” 
Cambridge Filter Corp. 
1006 “The ABC of Fire Protectior 
Automatic Sprinkler Cor; 
1007 “Care That Counts” 
Gas Consumers Service 
1008 Wall yt on Care of Surg 
The B. F. Goodrich Co. 
1009 Film, “Immediate Postopera 
Squibb, Div. of Olin Mat 
Chemical Corp. 
1010 “TL” Folder 
Meierjohan-Wengler Co. 
1611 Color Post Card Program Ci 
Curt Teich & Co., Inc. 


1004 ° 





Index to Products Advertised 


(HPF) after company name indicates that further descriptive data are 
filed in catalog space in HOSPITAL PURCHASING FILE—34th Edition 


Key 


Page 


1 Aatell and Jones (HPF)... 


2 Acme Visible Records, Inc. (MPP)...... 


-o- 33 


3 Adams & Westlake Company (HPF)... 4 
4 Adjustable Fixture Company (HPF)......150 


5 Advance Floor Machine Company 
(HPF) 


167 





6 Air-Shields, Inc. (HPF)............................. 


173 


Key Page 
7 Aloe Company, A. 8S, (HPF).................. 43 
8 Alvey-Ferguson Company .................... 180 
9 American Air Filter Co., Inc.............28, 29 


10 American Cyanami 


gical Products Division fvision (APR). . 30 


Key 


12 American Laundry Machinery 
Company (HPF) ......follow 


13 American Sterilizer Company 
14 American Sterilizer Company 
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